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Copeland engineering 


to easier 


Copeland production 


- sales... 


for you 


Especially since Copeland fol- 
lows through with consistent ad- 
vertising and merchandising helps. 
Copeland makes every prospect a 
potential sale by maintaining the 
most complete and flexible line in 
the industry. 


Manufacturers of: 
Refrigeration Units, 
(Open-type and 
Copelametic), 
Water Coolers, Re- 


DEPENDABLE U2*RtrRIGERATION = 


COPELAND REFRIGERATION CORPORATION * SIDNEY, OHIO 





CASH IN ON 
OUR 25 YEARS’ 
EXPERIENCE... 


(a quarter-century of 
know-how all yours for 
the asking) 


GO INTO A HUDDLE WITH OUR ENGINEERS... 
(some of the best brains in the industry) 


ALCO VALVE CO. 


Designers and Manufacturers 
of Thermostatic Expansion 843 KINGSLAND AVE. e« ST= LOUIS 5, MO. 
Valves; Evaporator Pressure 
Regulators; Solenoid Valves; 
Float Valves; Float Switches. 
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ER > REFRIGERATION helps you serve better 


SINCE 1906 


Cast a Critical Eye on these 
Compressor parts! 


The true usefulness of any refrigeration equipment 
stems from the operating efficiency of the compres- 
sor. The parts are few...assembly is relatively simple. 
It’s what you can’t see that is so vitally important in 
measuring the worth of your investment...proven 
engineering, durability of metals and the watch-like 
precision of manufacture. 


Before final selection of refrigeration equipment, it 
will be well worth your time to talk with a Brunner* 
representative. Ask for evidence of BTU capacities. 
Compare operating speeds. Get the facts on service 
life, dependability, operating economy. Know every 
reason why more and more buyers specify Brunner 
Refrigeration Condensing Units. 


BRUNNER MANUFACTURING CO. 
Utica 1, New York, U.S.A. 


*Equipment manufacturers, installation contractors, service companies, 
oS can profit thru identification with Brunner. Have the advantages of a 

complete, customer-accepted line. A Brunner factory representative will 
O 9 call on request and without obligation. 


REFRIGERATION 
CONDENSING UNITS 


--.-@ size and type 
for every purpose 


SINCE 1906 


AIR AND WATER COOLED MODELS 
Y% HP. TO 30 HP. 
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THE COVER . . . Fitting frontispiece to this special All-Industry Show 
Issue is the design which Refrigeration Equipment Manufacturers Association, 
sponsor of the 6th All-Industry Refrigeration and Air Conditioning Exposition, 
has been using to promote the Show. We hope it will serve as a reminder 
to every one of our readers that this year’s Show has been specifically de- 
signed to help them achieve their common goal of “bigger sales in ‘50”. 


ercial IN THIS ISSUE 
eration 


AND AIR CONDITIONING FEATURES 


FOR BIGGER SALES IN ‘50 
~ oe DOWN THE AISLES AT THE 6TH ALL-INDUSTRY 
HOW 


WHERE TO MEET YOUR FELLOW MEMBERS 


See PROGRAM — ALL EVENTS — 6TH ALL-INDUSTRY 
HOW 


WHAT'S NEW? 

WHEN THE SHOW IS OPEN 

A SHOW VISITOR'S GUIDE TO ATLANTIC CITY HOTELS 
AND TRANSPORTATION TERMINALS 

REGISTRATION — WHEN, WHERE, HOW 

REWA ACTIVITIES 

ACRMA ACTIVITIES 

NCRSA ACTIVITIES 

RACCA ACTIVITIES 

RSES ACTIVITIES 

YOUR GUIDE TO SHOW BOOTHS 


COMMERCIAL REFRIGERATION AND AIR CONDITIONING 
SHIPMENTS, 1940-1948 


DEPARTMENTS 


About People 
BTU'S 
Here's How 


New Products 

Opportunities 

Over the Counter 

Practical Refrigeration Applications Manual 
Refrigeration Industry News 

Useful Literature 

Index to Advertisers 


ehatiaitio: tutte United States and possessions—$3.00 per » $5.00 for 2 years; Canada— 
$4.00 per year, $6.00 for 2 yearn; Foreign $5.00 pet Gees ane price, 30 cents. All sub- 
s¢riptions su to individual acceptance by 


Acceptance ae Section 34.64, PL&R, cued at Giawiies, Wisconsin. 
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Visit ANSUL Booths 235-237-239 


ot the 
6th 70U-Tudustry 
REFRIGERATION AND 
AIR CONDITIONING 


Exposition 


Reg. U.S. Pat. Off. 


Drayness is a critical requirement in the speci- 
fications of ANSUL Refrigerants and ANSUL 
Refrigeration Oils. To safeguard the dryness of 
Ansul Refrigeration Products, specially designed 
container-drying and product-dehydrating equip- 
ment is used to eliminate the last trace of moisture. 

Moisture in refrigeration systems results in the 
formation of ice, rust, sludges, and contributes to 
the development of other impurities and complica- ; 
tions. These seriously interfere with the proper ANSUL 150 OIL — 
operation of a refrigeration system. 
The All-Temperature Refrig- 
eration Oil — is sold by lead- 
ing refrigeration wholesalers 
everywhere. (If you require 
a higher viscosity oil ask for 
ANSUL 300.) 


ANSUL Technicians have prepared a series of 
bulletins on the effects of moisture and other for- 
eign matter in refrigeration systems. Copies may 
be obtained from ANSUL wholesalers or by writ- 
ing directly to Ansul Research. 






ae 4 
ee ee 


r. cs S 1 REFRIGERATION DIVISION, MARINETTE, WISCONSIN 


ANSUL SULFUR DIOXIDE, ANSUL METHYL CHLORIDE, ANSUL OIL, KINETIC’S “FREONS 
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all these Peak Performance features! 


@ Cotton Insulated Layer Wound Coil thoroughly impregnated 
with a special water repellent varnish, is less susceptible to burn-outs 
due to moisture and high voltage. 


Floating Plunger prevents valve sticking open because of residual 
magnetism ...also prevents humming. 


Floating Piston in Larger Valves prevents coil burn-outs 
caused by possible sticking of piston due to dirt or sludge. 


Free Passage of Refrigerant Through Valve assures 
minimum pressure drop. 


Unusually Tight Closing because of perfect alignment of parts. 


All External Parts Cadmium Plated .. All Working Parts 
Stainless Steel completely eliminates All Corrosion problems. 


Accessibility of Parts makes 


for easier inspection and cleaning. 


Save Money on large installations 


INSTALL THE SPORLAN SOLENOID PILOT CONTROL 
IN PLACE OF LARGE CAPACITY SOLENOID VALVES 


The Sporlan Solenoid Pilot Control is used in 

exactly the same manner as a liquid line Solenoid 

Valve. It is made in only one size and can be used 

on any capacity job no matter how big. It costs 

less than a large Solenoid Valve, is easier and 

cheaper to install, and eliminates stocking a variety of Valves. 

The Solenoid Pilot Control is connected in the external equalizer 

line of a Thermostatic Expansion Valve and only one additional %” 

connection is necessary. Any number and any size of thermostatic 

expansion valves may be connected to one pilot control,thus simul- 

taneously controlling the action of all valves on one evaporator or 
Solenoid Valves for entire plant. Its coil is energized through any two-wire control device. 


all Liquid Line ca- * SPECIFY SPORLAN WHEN ORDERING 
pacities up to 25 FROM YOUR WHOLESALER AND GET PEAK 
tons Freon-12...50 , PERFORMANCE ON ALL INSTALLATIONS 
Tons Methyl Chioride ante ee 4 


ances sont. WIT Re 


7525 SUSSEX AVENUE --+-+ SAINT LOUIS 17, MISSOURI 
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A depot near 
you carries 
everything 
refrigeration 
men need! 


No red tape— 
with over-the- 
counter G-E 
replacement 


You can get 
top-notch pro- 
motion and sales 
helps prepared by 
GENERAL ELECTRIC 


QUR PARTS DEPOT at the 


All-Industry Refrigeration Show 
ww x 
‘Gea Atlantic City Nov. 14-18 


customers satisfied. Booths 651, 653, 65 5, 657 G-E Parts Depots handle: G-E = 


densing units, '/,-1 


PRICED RIGHT! 


G-E representatives will be glad to 
explain the parts depot plan to you. 


FREE condensed catalogs 


General Electric Company, Air Conditioning Depart- 
ment, Section CR-31, Bloomfield, N. J. Please send me 
the new G-E Condensing Unit and Replacement Parts 
catalogs and your compressor body selection tabies. 


Iama (Ciserviceengineer; (|) dealer. 


Name 


“GENERAL @® ELECTRIC 


---------- 
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You’ll Get Best Results 


with Honeywell Electronic 
Air Conditioning Control 


Ae ee Mh i ae 


a simple coil of wire does it all 


NO MOVING PARTS 


° 
° 
e 
. 


New Honeywell ELECTRONIC Thermostat 


WHEN you use Honeywell Electronic Control for your heating, ventilating or 
air conditioning installations, you know your equipment will produce the 
finest results of which it is capable. Electronic Control is up to one hundred times 
more sensitive than existing types of control, and yet it offers extreme simplicity 
with much more flexibility in its applications. 
The Honeywell Electronic thermostat is merely a simple coil of wire with no 
moving parts—nothing to wear out. And see how other factors are simplified! Basic circuits 
are the same for all types of applications. Fewer control units are needed. A single 
thermostat, for example, can be used for both heating and cooling with automatic change-over 
from one situation to the other at any selected temperature level. 


It means a simple, practical answer to many problems for which there has previously been 
no clear-cut solution. So watch Honeywell Electronic Control carefully. It’s opening the 
way for new horizons in the industry. Minneapolis-Honeywell, Minneapolis 8, Minnesota. 
In Canada: Leaside, Toronto 17, Ontario. 


‘* SIMPLE IN OPERATION qT see , ce ae Ms i » 
FLEXIBLE IN APPLICATION tT \ W ( ; 
ACCURATE IN CONTROL 2 
AND SUPERSENSITIVE 


SYSTEMS 


a 
o 
73 BRANCHES FROM COAST TO coAsf WITH SUBSIDIARY COMPANIES IN: TORONTO © LONDON © STOCKHOLM © AMSTERDAM © BRUSSELS * ZURICH * MEXICO CITY 
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formance of this amazing new 
valve which will be demon- 
Se De Le Le iia 
Refrigeration & Air Conditioning 
St me te ae) 
18th—Atlantic City, New Jersey 
Booth Nos. 215, 217, 219. 


* 


\ 
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ucing 


BUILT-IN 
REPLACEABLE 
RUPTURE DISC 
CARTRIDGE IN 


Diaphragm Relief Valve 


It Sets a New Standard of Performance in Protecting 
the System and Preventing Loss of Freon 


ALL OF THESE ESSENTIAL FEATURES 
NOW INCORPORATED IN ONE VALVE 


1. Positive Opening and Closing at predeter- 
mined pressure—duve to absence of stickage 
and controlled cushioned seating. 


2. Uniform Discharge Rate—Duve to the in- 
creased power delivered thru pressure actuated 
diaphragm. 


3. A Replaceable Rupture Disc Cartridge is 
built into the outlet port of the valve and pro- 
vides additional protection against loss of freon 
=-This valve design permits locating and sealing 
the rupture disc directly in the outlet port, 
since any pressure built up between valve seat 
and rupture disc, due to momentary overpres- 
sure, will aid rather than retard opening of the 
valve. Furthermore, the rupture disc can be 
replaced without removal of the valve. The 
fragile rupture disc is thoroughly protected in 
the replaceable cartridge. 


The use of this valve meets the requirements 
of paragraph U-10 (b) of the A.S.M.E. Unfired 


OPENING RANGE The amount of deviation from 
208 p. s.i. to 211 p. s. i. set pressure under ASA-B9 


CONTROLLING 
ated 


or ea) 
{ 


VALVES » DRIERS » STRAINERS + CONTROL DEVICES © ACCESSORIES FOR REFRIGERATION © AIR CONDITIONING © INDUSTRIAL APPLICATIONS 


Code for Relief Valves is plus 
or minus 5%. The Henry devi- 
ation of only 1% has set a new 
standard of performance in the 
refrigeration and air condi- 
tioning industry due to its dia- 
phragm type of construction and 
controlled cushioned seating. 


MAXIMUM DEVIATION ] 
FROM SET PRESSURE ONLY E/() 


HENRY VALVE COMPANY 


MELROSE PARK, ILLINOIS (Chicago Suburb S Cable: HEVALCO, MELROSE PARK 


Pressure Vessels Code which permits the use of 
a rupture disc at the outlet port of a relief valve. 


4. Narrow Range between opening and closing 
—Less than the allowable plus or minus 5% of 
setting specified for opening under Safety Codes. 


5. High discharge capacity rating—Established 
by measurement of flow thru calibrated nozzles. 


6. Approved by safety authorities—Approved 
for use under Refrigeration and Air Conditioning 
Codes for relief of excess pressure. 


7. Tests of opening and closing pressures— 
Results of a typical test of this new valve using 
Freon are shown in the gauge illustrations and 
prove that the range between opening and 
closing pressures is less than plus or minus 5% 
of the set pressure. 

The A.S.A.-B9 Code specifies that the opening 
pressure shall not vary more than plus or minus 
5% from the set pressure. 


MAXIMUM DEVIATION 
FROM SET PRESSURE 


Write for bulletin and en- 


gineering data on the new type 
545 Super Diaphragm Valve with 
ESL TB) Built-in Rupture Disc. 
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Century 40 horsepower, type SC motor driving an 
induced draft fan for a stack. 


From MS 


Line of Electric Motors 
You Can Select 


yh supply 


1 te Nat —to match your a 
(2) Pte 1 | encaae your 


Pr 


Pg 
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[. wide range of kinds, types and sizes 
of Century motors makes it possible to select 
a standard motor to meet the requirements 
of all popular applications. 


They are available for both AC and DC 
current—high, normal and low torque char- 
acteristics. Types are also available for 
applications requiring varying speeds and 
reversing direction of rotation. 


Century 150 horsepower, type SC motor étiins a | To protect against atmospheric hazards, 
two-stage centrifugal pump in a city water plant. Century motors are enclosed in open rated 
: drip proof, splashproof, totally enclosed fan 
cooled and explosion proof frames. Many 
types are available with vertical and flange 
mountings as well as standard horizontal 

bases. 


Specify Century motors for all your electric 


power requirements. 


Popular sizes and standard ratings are generally 
available from factory and branch office stocks. 


CENTURY ELECTRIC CO. 
1806 Pine Street, Saint Louis 3, Missouri 
es Offices and Stock Points in Principal Cities 


Pe — LP. 
Two Century 75 horsepower SC high torque motors 
driving refrigeration compressors. 
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IT’S ALWAYS AN OPEN 
AND SHUT CASE WHERE 


IS INVOLVED 


Preferred by the leaders* of every 
field where weatherstripping is vital 


When the issue involves the positive exclusion 
of dust, dirt, dampness, heat or cold, there can 
be but one decision— Bridgeport Inner-seal 
Weatherstripping. For protecting vital equip- 
ment on locomotives, maintaining optimum 
hold conditions on refrigerated ships or sealing 
passenger comfort into planes, busses and rail- 
road cars, Bridgeport Inner-seal has no equal. 
Its unique design and rugged construction make 
it easier to install, positive in sealing and 
extremely long lived, even when exposed to the 
toughest treatment. Consisting of a live sponge 
rubber bead molded for life onto a flexible flange 
woven of spring steel wire and strong cotton 
thread, Inner-seal can be fitted, by any careful 
workman, into tight corners or around com- 
pound curves to provide a perfect seal. Standard 
Inner-seal is latex-dipped, but for installations 

exposed to the ravages of oil, grease, sunlight, 
| salt water or extreme temperature variations, it 
may be coated with durable neoprene. 

*We'll gladly furnish names on request. 


Inner-seal is manufactured in many 
standard sizes and colors for imme- 
diate delivery, or may be designed 
to meet unusual applications. 
Write for samples and data sheet 
with complete details. 


SRIDGEPORT 1, 
Est. 1837 


Sah eee 


Service Firm Needs 
Decals or Stickers 


EpitTor: 

I need information on a trade stamp or 
label for stamping or sticking on the ma- 
chines I service. Where can I get them? 
—J. G. Greenwood, Greenwood Refrigera- 
tion Service, Phoenix, Ariz. 


Decals are available from a num- 
ber of sources, one of which is Don- 
ner Mfg. Co., 5005 Euclid Ave., 
Cleveland, Ohio. However, orders 
for decals usually are not accepted in 
quantities less than 1,000, and the 
price runs in general about $20. 


A good many refrigeration men 
we know arrange with a printer in 
their town for stickers which are 
printed on a cardboard-type stock, 
with the exposed part of the sticker 
on metallic-type paper. We under- 
stand that almost any printer can ob- 
tain this type of paper, and that it 
works out very well where the stick- 
ers are not fastened inside the re- 
frigerated areas. These stickers, 
while they are not as “dressy” as 
regular decals, are a great deal less 
expensive and can be ordered in 
smaller quantities. 


If you are planning on putting the 
stickers directly on the machines or 
on the control board of the jobs you 
service, perhaps a plain gummed 
sticker would work satisfactorily. 


Or, if you are interested in experi- 
menting with a brand new process, 
you might contact C. & H. Supply 
Co., Portland, Ore., regarding their 
line of paper-thin, adhesive backed 
aluminum foil stickers which they 
call “Metals-Cals”. 


Rhode Island Firm Seeks 
Automatic Ice Vendor 


Epitor: 

After perusing your CoMMERCIAL ReE- 
FRIGERATION AND AIR CONDITIONING Mar- 
KETING HANDBOOK, quite thoroughly we 
seem unable to find a manufacturer of coin 
operated ice machines. The type we have 
in mind, is the large cooler type that vends 
either cube ice or cake ice after depositing 
a coin. 

There is a manufacturer in the Middle 
West, but we have been unable to obtain 
his name or address. We would appreciate 
any information you might be able to 
furnish us. 

Incidentally, we find great use for your 
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LETTERS 


Marketinc Hanpsoox. It has helped us 
immensely.—Daniel J. Kiely Jr., Com- | 
mercial Freezer Corp., Providence, R. I. | 


In regard to your inquiry concern- | RELATIVE 
ing a source of supply for coin 


operated ice machines, units of this 
type are manufactured by F. B. Dick- 


inson & Co., Des Moines, lowa, under 
the trade name of “Sturdy-Built”. | an 
These units are completely automatic 


coin operated vending machines for 
dispensing block, sized, or cube ice. 





Only genuinely accurate information will do when 


you are dealing with these important factors. 
Australian Serviceman 


Wants a “Pen Pal” 


Epitor: 
Congratulations on a fine magazine. I 
particularly like the way the advertisements 
are presented, also I find the articles very | 
informative and interesting. Could you pos- 
sibly publish this letter? I would like to 
correspond with someone like myself, an 
independent service operator in a country 
town, (pop. 12,000) as I like to keep 
abreast with the newest developments in 
service and installation methods.—Robert | 
G. Alderson, Cr. Ulong St. and Banna Lane, This new and indispensable instrument for heating and air 
Griffith, 5S, N.S.W. Australia conditioning installations and service work is built by the 
manufacturer of the world’s finest meteorological devices — 
Wants Names of suppliers to the United States Weather Bureau for over 70 
Valve Repair Firms years. Its accuracy is unchallenged —and the data it produces 
can be relied upon to give you exactly the facts you need. 
on i elie aie aed Remember, whatever your needs for humidity and tempera- 
g terest te g the address | 3 ; 
ee ee eee ee ee ture data, or wherever you need to collect them, Bendix-Friez 
of any of your advertisers who overhaul | 


Thermo. Ex. Valves, Controls, etc. makes the best instruments for the purpose. 
I am writing you because your magazine | 

seems to be the most valuable represen- | 

tative in our field and if the above informa- | BENDIX-FRIEZ 

tion is available you would be the one | Portable Humidity and 

most apt to have it—M. G. Mellon, Re- | Temperature Recorder, 

frigerated Equipment Distributors, Syra- | Model 160— 

cuse, N. Y. 


Epitor: 


3” x 5” charts, 8 or 30 hour records. 


° Modern design . . . handy for small 
The following firms are among a ee ee 


those doing valve and control repair | 
work: Refrigeration Control Service, 
5056 S. Archer Ave., Chicago 32, IIl.; 
Utility Thermostat Co., 4011 Hall- 
dale Ave., Los Angeles 37, Caiif.; 
United Speedometer Repair Co., 342 
W.70 St., New York 23, N. Y. 


space and difficult locations . . . built 
to meet unusual conditions. 


Chicago, Denver Offer 
Trade School Selection 


Epitor: 
I am interested in enrolling in a god | FRJEZ INSTRUMENT DIVISION of 
refrigeration school to supplement a Dairy | 1380 Taylor Avenue 


Industry course at Iowa State College. Baltimore 4, Maryland 
Perhaps you would be able to advise me 


about a school in the Chicago area, or in | Export Sales: Bendix International Division, 72 Fifth Avenue, New York 11, N. Y. 
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DAZZLE!” 


Says the LEHIGH aaa’ 


Lehigh makes its “points” 
by ASRE rules... 


Lehigh presents a RUGGED LINE from END to END—ably staffed 
with a veteran BACKFIELD. It has POWER that SCORES—but there 
is no fancy razzle-dazzle or deception. Lehigh, for one example, 
does not use heat-exchangers to obtain BLU-COLD listed capacities 
on the job. All B.T.U. figures are determined by strict A.S.R.E. 
STANDARDS. The LEHIGH TEAM — “Management,” — “Engineer- 
ing,”—"Production,” is a skillful, experienced BACKFIELD for the 
fast moving, power-packed Lehigh BLU-COLD line. Let us bring 
you up to date with new catalogs and price lists. 


“ALL-AMERICAN” 1949 


For High, Medium, Low Temperature, 
Freon 12 or Methy! Chloride. 
1. PACKAGE ae gs 
1/4, 1/3, 1/2 
renee ourY “AiR COOLED 
— 1/2 WP. 
. VY DUTY AIR COOLE 
vA. ao 3/4, 1, 1Ve, 2, HP. 
\. 'Y DUTY WATER at 
97 Se 1, 1%, 2, 3, 5 HP. 
}. Soeeemnation ie ‘ waren COOLED 
1/2 through 3 


. HEAVY oury fave UNITS 
3/4 through 2 H.P. 

. UNITS FOR SPECIFIC PURPOSES 
in off capocities. 


Combination Air and 
Weter Cooled Unit 
Available 1/2 H.P. 
through 3 H.P, 


* A Quality Product 

* A Complete Line 

* Quantity Production 

* Really Competitive Price 


ea 
- LANCASTER, PA 


LETTERS 


Denver, Colo., or Salt Lake City, Utah. 
Robert J. Paugh, Ames, Iowa. 


In reply to your letter we list be- 
low refrigeration schools located in 
Chicago and Denver, Colo. We hope 
that from this list you will be able to 
select one which will give you the type 
of training in which you are inter- 
ested. 

Chicago Technical College, 2000 
S. Michigan, Chicago, Ill., Coyne 
Electrical School, 329 S. Wood, Chi- 
cago, Ill., Industrial Training Insti- 
tute, 2154 W. Lawrence, Chicago, Ill., 
Commercial Trades Institute, 1400 
W. Greenleaf, Chicago, Ill., Greer 
Shop Training, 460 S. State, Chicago, 
Ill., Utilities Engineering Institute, 
1314 Belden Ave., Chicago, Ill. 

Midwest Trade School, 639 E. 18th 
Ave., Denver, Colo., Opportunity 
School, Refrig. Dept. 13th and Wel- 
ton, Denver, Colo., Western Radio 
Institute, 1010 17th St., Denver, Colo. 


Manufacturers of Bulk 
Ice Makers Are Listed 


Epiror: 

I have never seen any ice-making equip- 
ment advertised in your magazine. Can 
you send me the names of some companies 
in the west or middle-west that manufacture 
freon ice freezer units—about 1000 pounds 
a day? Or do you have any material on 
making such a box?—Bernard J. Rieger, 
Cascade, Idaho. 


In response to your recent request, 
the following are manufacturers of 
bulk ice makers: 


Aircraft Production Engineers, Chi- 
cago, Ill.; Carrier Corp., Syracuse, 
V. Y.; Doyle & Roth Mfg. Co., New- 
ark, N. J.; Frigidaire Div., General 
Motors Corp., Dayton, Ohio; Build- 
ice Co., Inc., Chicago, Ill.; Complete 
Refrigerator Sales Corp., Bronx, N. 
Y.; Frick Co., Waynesboro, Pa.; 
Haverly Electric Co., Inc., Syracuse, 
N.Y. 

Loudon Sales Co., Minneapolis, 
Minn.; Peerless of America, Inc., 
Chicago, Ill.; Reco Products Diw., 
Refrigerating Engr. Corp., Philadel- 

| phia, Pa.; Victor Products Corp., 
Hagerstown, Md.; Vilter Mfg. Co., 
Milwaukee, Wis.; Henry Vogt Ma- 
chine Co., Louisville, Ky.; XL Re- 
frigerating Co., Chicago, Ill.; York 
| Corp., York, Pa. 
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YOUR TIME IS MONEY! 


ST VALS YOU wanted these Advantages 


in a Line Valve— 


TIME SAVING:— Easily disassembled before 
soldering. Entire operating unit consisting of 
stem, collar and bonnet removable in one piece. 

SAFE: — Should the bonnet be removed from the 
valve with pressure in the line, the “O” ring 
reaches the counter-bore, allowing the pressure 
to be relieved through the vent holes before 
the threads disengage. 

POSITIVE SEALING: —The use of the “O” ring 
between the stem assembly and valve body of 
this STREAMLINE Packed Refrigeration Line Valve 
provides a permanent, positive seal against loss 
of refrigerant, and also prevents infiltration 
when operating in vacuum. 

LIGHTER IN WEIGHT: — Revolutionary design 
eliminates flanges, bolts and gaskets. 

BODY: — Actual full flow design—Material...close 
grain red bronze. 

STEM AND DISC HOLDER: — Two-piece, full 
floating, anti-rattle construction. Stem is of back- 
seating type, providing double seal and means 
for repacking if necessary. 

MOLDED NYLON STEM DISC:—Considered the 
best material for refrigeration purposes. 

INSTALLATION: — Cadium plated steel mounting 
brackets and screws provided. 

INDIVIDUALLY CARTONED: — Protects your 
investment until ready to use. Clean, safe from 
damage in transportation to the job. 


FAMOUS STREAMLINE QUALITY THROUGHOUT 
ORDER FROM YOUR WHOLESALER 


MUELLER BRASS CO. 


PORT HURON,MICHIGAN ? 
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. s 
in New fast selling Assortments : 
Tailored to Your Market (( 
PROFIT FOR TODAY, MANHATTAN He 9 9 
Tailored-to-your-Market Assortments, each ete 
conforming to national sales records, lét you 
meet the most frequent size demands for 
V-Belts with minimum investment. 


PROFIT FOR TOMORROW, too. Example: 
— Truss Ply Construction — another in the 
succession of improvements initiated by 
MANHATTAN-—smoothest running— 
increases service life of both the belt and the 
machine it drives. That will bring customers 
back to your store confidently for more of 
the things you sell. 


PULL AL 
A aL 
NLU. 


me 
MauuATTAW 
i" 


3 MANHATTAN TAILORED ASSORTMENTS 


These assortments provide every size you size and kind of store or service shop you 
need to service from 1052 to 1549 makes run. You can do all this with from 25 to 40 
and models of machines for home and shop. MANHATTAN FHP BELTS—because they're 
The right assortment is just a matter of the Market-Tailored. 


GET THE WHOLE PROFIT PICTURE TODAY 
It includes 9 kinds of merchandising aids that stimulate sales. 
CENT Vary ae ““A4* ASSORTMENT -—medium size distributor stock provides well-rounded 
4 inventory of 350 belts in 119 most ordered sizes. Includes 
|) NN, 1 it} ten 8-hook metal wall display and stock boards. 


¥ 


) ee 4B“ ASSORTMENT -—larzge distributor stock gives maximum coverage with 

Th) en he ee ee : s : i ; 

WAL ae } minimum investment. 850 belts in 154 fast-moving, 
profit sizes on fifteen 8-hook wall display and stock boards. 


MANHATTAN RUBBER DIVISION - PASSAIC, NEW JERSEY 


vi RAYBESTOS-MANHATTAN, INC. 


Manufacturers of Mechanical Rubber Products * Rubber Covered Equipment * Radiator Hose * Fan Belts * Brake Linings * Brake 
Blocks * Clutch Facings * Packings * Asbestos Textiles * Powdered Metal Products * Abrasive & Diamond Wheels * Bowling Balls 
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OLD MINE 


in4 sq 


THE NEW 
CARRIER 
AUTOMATIC 


—QOQONLY MACHINE THAT PROVIDES Your customers will go for the machine that makes them the 


most money in the least space — and here it is — the com- 
SO MANY ICE CUBES AT SO LOW A PRICE! pletely new and different Carrier Automatic Ice Cube Maker. 
It’s a cold mine in just a fraction more than 4 sq. ft. to them — 
and a gold mine to alert distributors with a Carrier franchise. 
Carrier Corporation, Syracuse, New York. 


Delivers up to 410 lbs. of perfect, identical, 
individual cubes per day at lower cost 


than any other machine. 
SEE THE MONEY-SAVING NEW CARRIER ICE CUBE MAKER AT 


9 SUCH SIMPLE OPERATION! THE ALL-INDUSTRY SHOW, NOVEMBER 14-18, BOOTH NO. 730. 
SO FEW MOVING PARTS! 


Switch it on and forget it. Revolutionary CARRIER CORPORATION, 304 S. Geddes St., Syracuse 1, N. Y. 


new design accounts for trouble-free op- Send me, without obligation, information about the profit possi- 
eration with a minimum of service bilities of the new Carrier Automatic Ice Cube Maker. 


3 SUCH A MONEY-MAKER IN Name 
SUCH SMALL FLOOR SPACE! Firm Name 


With its 160-lb. capacity storage bin, it Street 
occupies only 25” x 24”. With its 240-lb. bin 
—only 25” x 34”. 


ONE OF A GREAT LINE OF REFRIGERATION PRODUCTS 
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Sl 


CEILING-WALL UNIT 

The answer in low-head-room 
and reach-in boxes . . . com- 
plete flexibility, can easily be 
mounted on wall or ceiling. 


BUSH ICE MAKER 

Twelve stock sizes .. . 12 to 
48 pounds of ice; 84 to 384 
cubes. Most models are avail- 
able with quick release trays. 


n\n io 


BUSH JR. PANEL UNIT 

Compact unit of high capa- 
city for back-bars, reach-in 
coolers, beverage coolers and 
any small space installation. 


HEAVY DUTY UNIT 

Built in 2 sections for quick, 
easy installation. Standard 
floor type units in varying ca- 
pacities for product cooling. 


1//7 


BUSH CJ UNIT COOLER 

Maximum efficiency in mini- 
mum space. Less than 13” of 
head room in most models. 
All weight on four hangers. 


BUSH WJ UNIT COOLER 

New unit cooler for instal- 
lation at juncture of wall 
and ceiling Air distribution 
throughout full 180° radius. 


BUSH DF UNIT COOLER 

is simple to install, convenient 
to service . . . with the ef- 
ficient, self-contained Bush 
electric defrosting system. 


NEW COMFORT COOLER 


Nominal ratings 3, 5 and 714 ¢ 


tons. With filter section and 
2-way discharge grill. Simple 
to install and easy to service. 


or 


@uy the est-and the Gest i Bush 
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BUSH PLASTI-COOLER 

Jet black plastic baffles elimi- 
nate sweating, enhance ap- 
pearance. Baffles are pitched 
for maximum air circulation. 


= 


STANDARD UNIT COOLER 
Slotted hangers for quick in- 
stallation. Nine stock models 

. a standard size for every 
refrigeration application. 


be 
BUSH LT UNIT COOLER 
defrosts thoroughly, conveni- 
ently and inexpensively with 
the use of ordinary tap water 
in less than five minutes. 


EVAPORATIVE CONDENSER 
In 5 to 75 ton capacities. Fea- 
tures continuous tubing, cen- 
trifugal pumps, and fibreglass 
eliminators (20-75 ton units). 


: ' 
look for this Bush display of Coils and Unit Coolers 
BOOTH NO. 221-227 





Strong and rugged...made of deoxi- 

dized, electrolytically refined 99.9% 

pure copper. Here’s real strength 
where strength is needed. 


Viking Refrigerator Tubing leaves 

the annealing furnaces clean, de- 

hydrated and bright. Triple sealed 
ends keep it dry. 


Bend it, flare it, twist it... Viking 
Copper Tubing has maximum flexi- 
bility because of quality-controlled 
Viking’s individual carton cuts annealing. 
overhead. Simply attach label 
and drop in the mail! 


For fast delivery and technical advice, call Viking. 


Ke Tube (x 


CLEVELAND 10, OHIO 
Precision Drawn Seamless Copper and Brass Tubes 
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JAMISON-BUILT DOORS 


help 


| breweries demand the finest in equipment 
to assure the uniformly high quality of their product. 


That is why Jamison-built cold storage doors were 
selected by The F. & M. Schaefer Brewing Company 
of Brooklyn, New York for the refrigerated rooms in 
the brewing process. For nearly 50 years, Jamison 
has been the leading builder of cold storage doors. 


For full information and specifications, 
request Catalog 175. 


make better beer 


This has been due largely to consistently building 
doors of rugged, durable design that meet the 
requirements of refrigeration users. 

The standard line of Jamison cold storage doors will 
meet the majority of user requirements for tempera- 
ture, dimensions, application. Special door require- 
ments can be built to specifications. 


The oldest and largest 
builder of cold storage doors in the world 


JAMISON COLD STORAGE DOOR CO. « HAGERSTOWN, MD., U.S.A. 
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Why not Profit from Experiences of others ? 


‘Frigidaire Parts 


buy. You can always depend on them for 
a good job,” says H. Banks Edwards, 
Edwards Refrigeration, Inc., Richmond, Va. 


“We get better results on any refriger- 
ation job with Frigidaire Switches,” says 
Frank R. Werner, Frank Werner Refrig- 
eration, Salt Lake City, Utah. 


any 


“We give our customers the quality 
service they demand with Frigidaire 
Parts,” says Joseph E. Loiseau, South Side 
Refrigeration Service Co., St. Louis, Mo. 


frigidaire Service Parts mean Good Business For You! 


FRIGIDAIRE 


Parts and Accessories 


SS 
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Spend less time— get better results—with the new 
improved Frigidaire Cold-Control 


Only a third as large as previous Frigidaire household thermostatic 
switches, these compact new Frigidaire “YR” Switches can be installed 
readily. Just a few types to stock—each fits a wide range of refrigerator 
models. And they’re a snap to adjust, since you can keep the Cold- 
Control knob in a fixed position while regulating cabinet temperature. 


Amazingly simple design reduces switch parts by one-half—insures 
long, trouble-free operation and extremely accurate temperature control. 
And there’s far less chance of arcing, and pitting of contacts. Positive 
switch action holds contacts firm until the split-second the switch opens 
—then breaks them clean and fast. 


You'll find you can cut working time down—yet get better results and 
greater customer satisfaction when you use Frigidaire YR Thermostatic 
Switches. Prove it to yourself—on your next replacement job. 


Visit the Frigidaire Exhibit at the All-industry Refrigeration and Air 
Conditioning Exposition, Atlantic City, Nov. 14 through Nov. 18. 


sey 
FREE! Big new 4 
Frigidaire Parts Catalog. B 
Send for it today! 


FRIGIDAIRE DIVISION 

General Motors Corporation 

1411 Amelia Street, ten 1, Ohio. (In Canada, Leaside 12, Ont.) 
Please rush my free copy of your new parts catalog— 

“Genuine Precision-Built Frigidaire Parts and Accessories.” 


Name 
Firm Name..... 


Address.......... 


City 





IS IN THE — 


oe 
=) 


Gans Show 


Visitors to 
Atlantic City 


PENN’S HEADQUARTERS 
and 
CONFERENCE ROOMS 
at HOTEL CARIDGE 
Nov. 14-15-16 INCLUSIVE 


Books for You 


TUBING HAS TO BE GOOD 
TO BE “SUPERIOR” 


vgad ayes” , 


a, 


Gy dyes 
OA SL TOR a 


ERIE, PENNSYLVANIA, U.S.A. «© PHONE 3-511] 
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Wf, ou ae cordially invited 


lo allend an exhitil of the new 
Detrott 777 Thermostatic Expansion Valees 

and the imft roved Solenoids 
at the 6th hll- Industry Refrignrution 

and thir onditionng Exposition 
at slllantic City, 

ith th rough ssth. 
presented 


November 4 


Here fr the fers lime will be 
whal we confidently consider 


the most officiently designed tine of vatves 


ever offered the industry. 


ecelco mung 


We will look fouea rd fo 


you at tooth Nos. 253- 59 


Atlantic City 


EETROIT ty 


LUBRICAT 
OR 
oT. hs asia il 
5900 TRUMBUL STROM HEATING AND REFR 
L AVE. ENGIN IGERATIO! 
adalat E., DETROIT 8. MICHIGAN E SAFETY CONTROLS © FLOA: IN CONTROLS e 
Avumcay Rapuaror & Stardard Sanitary TX BURNER EQUIPMENT T VALVES AND OlL 
CORPORATION = AND neisaibetiie an EXPANSION VALVES 
CCESSORIES @ ST 
‘ATIONARY 


Canadian Representati 
ves: RAI 
SPECIALTIES, ta. —testeel, Tor . sn anc DiRGIT 

: cronto, Winnipeg ‘ ‘i 
ND LOCOMOTIVE LUBRICATORS 


Seurng home ; 
and industry AMERICAN-STANDA 
RO « AMERICAN 
SEATS e DETROIT 
LUBRICATOR » KEWAN 
. EE BOILER» ROSS 
. HEATER  TONAWAND: 
A TRON 
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Simple, Positive, Low Cost, Enduring 


RELIEF PROTECTION 
Acie 


THE GREAT NEW 


BS«B 


REFRIGERANT 


RELIEF 
VALVE 


MANUFACTURERS, 
JOBBERS ... 


Add safety to your product, 
boost your sales. Attractive 
discounts offered for larger 
quantity purchases. Write, wire 
today. 


i 


See Us at the Big 


All-industry Exposition 


22 


Handles pressure rises with ease 

. re-sets tightly to prevent loss. 
This new valve has been proved 
tight in excess of 200 blow-downs! 

Approved by City of Chicago Re- 
frigeration Inspection Department 
for installation in that city with or 
without SAFETY HEAD. Even 
greater protection against possible 
leakage caused by foreign particles 
in the system is given by installing 
a SAFETY HEAD on the outlet con- 
nection (see ASME Unfired Pressure 
Vessel Code, para U10-b). 

BSGB's large production facilities 
insure volume production. It is an 
ideal relief valve for medium and 
large installations. Send coupon for 
details. 


~ 


RELIABLE, REMARKABLE 


BS«B 


Here’s the famous pressure relief 
fuse with the pre-formed metal 
rupture disc that bursts in tension 
at predetermined pressure. Acts 
instantly. Provides a full-throated, 
pipe-size, unrestricted relief open- 
ing. Tens of thousands in use the 
world over. 


For refrigeration systems, two 
types of SAFETY HEADS are ideal. 
The Midget is a low-priced ““throw- 
away” unit with rupture member 
installed. Use as a coupling after 
disc has burst. 


The Baby has renewable disc. 
Replacement accomplished easily, 
quickly. 


Both are available in several 
sizes, designed for various pres- 
sures. Send coupon today for 
complete facts. 


ee 


a Special Products Division, Section FV-11 
BLACK, SIVALLS G BRYSON, INC. 
Power and Light Building, Kansas City 6, Mo. 


[]Send complete 


discount 
C) Equip. Mfgr. 


ae 


NAME 


literature concerning BSGB Refrigerant 
Relief Valve [) Send full information about BSGB SAFETY 
HEADS [] Please have Sales Engineer call [)Send quantity 
information. 
(CD Supply Company. 


We are ([)Jobber ([) Distributor 





RELIEF VALVE 


FIRM 





STREET _ 





cITY 


i 
nen snustn nes mdperepenenmmenenan 
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ZONE _ STATE . 


SAFETY 


SEALED 
MIDGET 


BOLTED 


A 


Booth 529 
November 14-18 





It's Koldflo logic .... mccray is the 


answer to customers’ refrigeration problems 


No doubt about it! When your customers count 
on modern refrigeration, it’s worth your while 
to sell McCray Koldflo refrigerators! 

The extensive McCray line includes specialized 
reach-ins, walk-ins and display cases for every 
commercial purpose. Each model has exclusive 
features that give you plenty to talk about. And 
special advertising in your customers’ trade 
magazines softens your selling job in advance. 

You can get the full sales story on McCray 
Koldflo by clipping and mailing the coupon 
at right. Mail it now—today! 
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FOR MEAT DEPARTMENTS — Continuous 
self-service display case in 8 and 11 
TAT tt eee Toe SMU Meee 


6 FT., CONTINUOUS 
MULTIPLE-DECK 
DISPLAY. For dairy 
depts. ... top deck 
superstructure (non- 
refrigerated) option- 
al. Height (with top 
deck) 74'% in 


THE BEST IN LOW-COST REFRIGERATION 


McCray Refrigerator Company, 996 McCray Court, 
Kendallville, Indiana. 


Please send me complete information on McCray 
Koldfio commercial refrigeration equipment. 


NAME 
ADDRESS 


wee eee ee eH 


ZONE____STATE 





THE MAT IS OUT FOR YOU... 


TO A GRAND MEETING IN ATLANTIC CITY, NOVEMBER 14th-18th 


You will want to see the Weatherhead Exhibit at the All 
industries Show, Booths 507-9-11, at the Atlantic City Audi- 
torium. New products, new ideas, new information! Come in 
for a minute and stay an hour! You'll be more than welcome. 


TO A YEAR OF PROMISE AND PROGRESS FOR THE INDUSTRY 


To keep abreast and ahead of the Refrigeration field is the 
prime job of Weatherhead designing, engineering, and man- 
ufacturing personnel. The finest original equipment or 
replacement parts in the refrigeration industry are stamped 
with the hexagon "W". See them at the Show. 


Weatherhead 


THE WEATHERHEAD COMPANY, CLEVELAND 8, OHIO 


Plants: Cleveland, O. Angola, Ind. Columbia City, Ind. St. Thomas, Ontario, Can. 
Factory Warehouses: Dallas, Texas. Lambertville, N. J. 


Relief Valves - Fittings - Strainers - Dehydrators - Valves - Receivers 
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Westinghouse 


STEALS THE SHOW WITH 


50° WATER 
35°-38° STORAGE 
15° FREEZING 


Condi: ” “fri 
Atlany; 2 ™4ition; Seratjo 
tic City ing Ex Xpo Osition 
Vembe, 14.18 


" and Air 
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p THER MOBANK 


Reg U.S. Pat. Off, 


KRAMER 


The outstanding development 
in the refrigeration field in 


the past decade. 
See Our Booth 


at the The standard of the industry 
All-Industry Exhibit for complete automatic defrost- 
ing at temperatures below 32°. 

SPECIFY 


THE BEST.. 


SPECIFY.... Write for Bulletin R-124 


KRAMER TRENTON CO. Trenton 5, WV. 7. 


THERMOBANK -COOLMASTER -RADIAL UNITS - PANEL UNITS - CUBERS - FINNED COILS- BARE TUBE COILS-HEAT INTERCHANGERS - 
CONDENSERS Air Cooled, Water Cooled, Evaporative- WATER COOLING EVAPORATORS-BLAST COOLING COILS - BLAST HEATING COILS 
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ZERVJCEL 


THE ANSWER TO YOUR LOW TEMPERATURE INSULATION PROBLEMS 


| | 


Here are some typical installations in which Zerocel gives 
top insulation performance at lowest cost ! 


e Locker plants e House trailers 
e Cold storage rooms e Ovens (industrial) 
stg?! factor of 
e Freezer rooms fficient, s = 
e Stoves and ranges ° rer BTU at 60°F. 
e Fireproof 
2 Will not absor 
e Odorless 
Will not settle 


ati e to fung 
e Steel partitions e Farm freezers . ee geen 
e Show cases e Milk coolers e Easier application 


Dp 
e Telephone booths e Picnic kits 200? OS CEL 
ZERWICE 


e Truck bodies e Water jugs 
INSULATION 


e Walk-in coolers e Ships 


b moisture 
© Refrigerators e Fruit and vegetable 


e Frozen food cabinets storages 


us, rot 


seis c 
National Gypsum Co., Dept. I-911, Buffalo 2, N. Y. 
SEND FOR FREE Book Let TopDay! a il 
Gentlemen: I am interested in getting best insulation 
performance at lowest cost. Please send me your free | 
booklet, “Fireproof Refrigeration Construction”. 


NATIONAL GYPSUM COMPANY 
BUFFALO 2,N. Y. 
Member of The Industrial Mineral Wool Institute 
Jand AIR CONDITIONING « NOVEMBER, 1949 





THE WORLD’S 


leading appliance manufacturers are 
listed among Grand Rapids Brass cus- 
tomers. Because in building the 


FINEST 


products, in terms of quality and 
value, it is only natural that they 
select hardware for their 


APPLIANCES 


that will continue to look like new and 
function perfectly through long years 
of service — hardware which will 


HAVE 


such customer-attracting features as 
smart, modern designs, beautiful 
chrome-plated finishes, and locks with 
“Living Action” which assure easy 
dependable operation. 


GRAND RAPIDS BRASS 


will be glad to estimate your needs in 
commercial, domestic refrigeration 
hardware, stove hardware and name- 
plates for all kinds of appliances... 


HARDWARE 


that will give you and your customers 
assurance of satisfaction, outstanding 
quality and workmanship. 


Manufacturers of hardware for COMMERCIAL REFRIGERATORS, DOMESTIC 


REFRIGERATORS, GAS STOVES, WASHING MACHINES, ELECTRIC RANGES 
DIVISION OF CRAMPTON MANUFACTURING COMPANY 


irre Lei Re yr 


GRAND RAPIDS 4, MICHIGAN 
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Tenney Engineering, Inc., provides engineering 
services and Tenney Top Quality Products that 
are an outstanding contribution to profitable 
performance of refrigeration and air condition- 
ing systems. 

Please feel free to inquire of Tenney Engineers, 
at any time, as to how and to what extent Tenney 
Top Quality Standard and Special Products can 
be helpful to you. Send today for complete list 


of products, some of which are shown here, and 
descriptive Bulletins on THERMOSTATIC EXPANSION VALVES 


"The Lins That Protects Your Reputation” ("Ste Se tzaean teen, 


TENNEY ENGINEERING, INC. 


26 Avenue B « Newark 5, N. J. Telephone: BIGELOW 8-3905 
Plants: Newark, N ind Baltimore, Md 
Manufacturers of Automatic Temperature, Humidity and Pressure Control Equipment 
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OERYORATORS 
Fu 


Here’s the place 
to find out! 


“DRYING HEADQUARTERS” 


Va Ome es 


ALL-INDUSTRY EXPOSITION 
Atlantic City, N. J. Nov. 14-18 


See demonstrations — get the facts on 


* LIQUID LINE DRYING * FIRST-PASS DRYING * HIGH-SPEED DRYING 
* HIGH CAPACITY DRYING *& POSITIVE MOISTURE INDICATION 


Note all around you at the Show, the great advances and 

Watch the New changes made in refrigeration methods. Higher compressor 

McINTIRE speeds—higher refrigerant temperatures—lower evaporator 
D-C temperatures. 


FILTER DRIER Then see how McIntire DFN Driers, Indicators, Strainers 
ia action / and Filters have kept pace with entirely new and better 
developments to provide faster, more positive drying—to 


See the speed, thoroughness, detect moisture—to keep systems clean—to prevent freeze- 


— ee © ee ups and clogging under today’s more exacting operatin 
tionary drier under actual re- P seeing y e ing operating 


frigeration conditions. conditions. 


P. S. If you can’t get to the Show, ask your wholesaler for 
full information on today’s modern line of DFN products. 


McINTIRE CONNECTOR CO. NEWARK 5, N. J. 


WaT a ies ...all types and sizes, 1/6 hp. to 100 tons 


MOISTURE CONTROL UNIT MOISTURE INDICATOR 
STRAINERS FILTERS 
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See the NEW 1950 MODELS 


AIR 
CONDITIONING 
UNITS 


World’s Most Complete Line of 
Packaged Air Cosiditlgntine 
1% 2 3 8 7 10 18 20 Ton Sizes 
—and a complete new 


sales promotion plan for you 
4 ae 


BOOTH NOS. 
306 - 308 - 310+ 312 


Ot. All -Gadusley 


REFRIGERATION AND 
AIR CONDITIONING 


EVAPORATIVE CONDENSERS» 
COMPRESSORS 
Ee HIGH SIDE UNITS 
“Smee e AIR CONDITIONERS 


ITIONING co., INe., 794 Union a. " gpscommadate 18. N. ¥ 


SRA 
: ey 
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"sup RIOR 


LL 


>. 
a | b 


Designed and Eugineered for Marimum Performance 


STRAINERS FILTERS 
CHECK VALVES MANIFOLDS 
SIGHT GLASSES CHARGING HOSE 


RAPID CHARGERS 
GAUGE MANIFOLDS 
PACKED LINE VALVES 
ANGLE GLOBE VALVES SAE FLARE FITTINGS 
PACKED GLOBE VALVES PACKED ANGLE VALVES 
CHARGING HOSE VALVES PACKLESS LINE VALVES 
PACKLESS ANGLE VALVES HAND EXPANSION VALVES 
PRESSURE RELIEF VALVES NON-REFILLABLE DRIERS 
UNI-HOLE COMPRESSOR VALVES DOUBLE PORT SIGHT GLASSES 
ECONOMIZERS (HEAT EXCHANGERS) HY-K ECONOMIZER ACCUMULATORS 
CYLINDER & SERVICE DRUM VALVES PACKLESS BRANCH SHUT-OFF VALVES 


If you — t @ copy of our new SUPERIOR Catalog R-3, request one today. 


aT ero ae 


ae lg TT 


QUICK COUPLERS 
RECEIVER VALVES 
REFILLABLE DRIERS 
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MODEL 3842 
Big and beautiful 


MODEL 3865 
Mee -taelsloliilice] Mato Maximum storage space, unhampered by 


own and to operate. This self-contained bulky coils. 65 cu. ft. capaeity self-con- 


reach-in refrigerator has white duPont tained reach-in refrigerator. Glass or 


Dulux exterior and porcelain interior. solid doors. Equipped optionally with 


Capacity 42 cu. ft. Glass or solid doors. shelves, meat rails, or bakery pan slides 


TODAY, I's actuatty GOAW ro seit KocH 
ee 


We can hear you saying, “Sez you!” ... 
and we don’t blame you! But bear in 
mind that today your prospects weigh 
every purchase mighty carefully. A 


while back they were glad to get any 


refrigerator, and they were concerned 
only with delivery. Now they consider 
price . . . they investigate features . 

they are interested in quality. It gives 


you ample chance to talk Koch superi- 
ority in terms of year-‘round, long-range 
service. And the tougher the buyer, the 
easier it is to make your story stick. If 
you don’t know the KOCH story it will 
pay you to get in touch with us today. 


KOCH YApaw 


NORTH KANSAS CITY 16, MO. SINCE 1883 


See the Koch exhibit in Booths 350-352 at the All-Industry Show in Atlantic City 


Uy, 


MODEL 4821 

Larger than household units . . . just right 
for in-between uses. 25 cu. ft. capacity 
Exterior is white Dulux. Entire interior 
lined with stainless steel. Glass or solid 


doors. Available with or without ice maker 
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MODEL 4725 


Sanitary stainless steel inside and out 
welded into one single unit.~ Occupies 
only 9 sq. ft. of floor space with 25 cu. ft. 
capacity. Unmatched for durability and 


quality. Available with ice-maker unit 





NEW recumsen © HERMETIC — FOR 
LIMITED SPACE APPLICATIONS 


The amazing compactness of this new Tecumseh Hermetic makes it the ideal unit for 
applications where space is at a premium. Just 9°4” in diameter by 5!%%” thick! 

Yet this new single-cylinder, 1/10th horsepower unit brings you all the outstanding 
features that have made the larger Tecumseh models famous. Internal spring mountings 
for smooth, quiet, vibrationless operation. Positive forced-feed lubrication to bearing 
surfaces and cylinder walls. And a host of other Tecumseh features that assure a long 
life of trouble-free performance. 


Write today for all the facts. 


=> TECUMSEH PRODUCTS COMPANY 


1—_= 
inn Tecumseh, Michigan 


re Y 
EXPORT DEPARTMENT: 2111 WOODWARD AVE., DETROIT 1, MICHIGAN 
— — 
WORLD'S LARGEST INDEPENDENT PRODUCER OF COMPRESSORS AND CONDENSING UNITS FOR THE REFRIGERATION INDUSTRY 58 1 
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LOOK LARKIN 


AT ATLANTIC CITY... 


You won’t have to look long or hard. Just follow 
the crowds! 
They’ll be looking over two big surprises that 
we're going to have in our booth...plus the 
1950 Larkin line. 
We'll be looking for you all in Atlantic City. 
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Automatic 
Delrosting 


Every Food Store is a Prospect 


On frozen food cabinets, meat cases, blast coil jobs 
there’s a ready market for automatic defrosting. 


PENN SERIES 321 HOT GAS DEFROSTER 


When you show your customers the advantages of fast, 
positive automatic defrosting they'll want to start 
enjoying them right now. That’s why the Penn Series 
321 is a real profit builder — especially in the cooler 
months when your service load. is down. The Series 321 
is positive in operation. Heavily spring-loaded valve 
seats securely, avoids hum or chatter. And this sure 
operation is not affected by low voltages. It’s a single 
unit control ...easy to install. Send for details and 
diagrams. Penn Electric Switch Co., Goshen, Indiana. 
Export Division: 13 E. 40th Street, New York 16, N. Y., 
U.S. A. In Canada: Penn Controls Ltd., Toronto 2, Oat. 


SS SISSSISSSIATSASSISESIBESIE 


FOR HEATING, REFRIGERATION, AIR CONDITIONING, PUMPS, AIR COMPRESSORS, ENGINES, GAS RANGES 
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News « Laws+Trends 


66 OST of our troubles are caused 

by somebody trying to be 
biggest,” sagely observes an item in 
a recent issue of Appliance & Radio 
Dealers News. 

“Many businesses go broke trying to get big volume,” 
this item points out. “It’s much better to have a strong 
healthy small or medium sized business than a struggling 
big one. The bigger you get, the bigger are your respon- 
sibilities and worries. 

“We know dealers who make more profit than others 
who do twice the volume. Don’t forget that it usually 
takes more effort to sell a $200,000 volume at discounted 
prices than it does to seli a $100,000 volume at list. 
Decide on what volume you can get at a profit. Very 
often when you try to exceed that volume you do so at a 
loss because you try to force sales at too great an expense. 

“So, whether your goal is $50,000 or a million, get it 
at a profit! It won’t pay you to simply be a good cus- 
tomer of your supplier. You can rest assured that he will 
sell to you at a good profit to himself!” 


How Big 
Should Your 
Business Be? 


NEW device that records the fact 

that a package of frozen foods 
has at some time reached defrosting 
temperature has been developed. 
Simple in design and application, the 
wick-like device, which holds a compound containing red 
dye is attached to a package or case. At the time of defrost- 
ing, the compound melts and the dye travels along the 
wick until it reaches a visible position. 


Thaw Indicator 
Developed for 
Frozen Foods 


UCK work, as well as duct work, 

plays an important part in the 

air conditioning system of the Sears, 

Roebuck & Co. store in Dayton, Ohio. 
Here’s why. 

The store keeps a pond of water 4 to 5 inches deep on 
the roof of its one-story building as part of its air condi- 
tioning system. Fungus began to grow in the pond, and 
store officials feared that it might interfere with the opera- 
tion of the conditioning system. To counteract this threat- 
ening situation they obtained permission from the city 
health officials to install a flock of ducks in the cooling 
pond. 

Result: the ducks feed on the fungus (along with other 
food which the store provides), and the store in return 
gets fungus-free water for its air conditioning system! 


This Cooling 
System Uses 
“Duck” Work 
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N AUTOMATIC ice cube maker 

Restaurants Say will provide a restaurant oper- 

Ice Cube Makers ator with 100 lbs. of ice for about 15 
Save Them Money cents (cost of water and electricity) 
the educational department of the 

National Restaurant Association points out in a recent 


‘monthly bulletin to its members. 


The item said: “An automatic ice maker makes crystal 
c'ear ice cubes, 350 per hour, more than 8,000 per day. 
Veronica Morrissey of L. S. Ayres, Indianapolis, reports 
a saving of $100 per month on one machine alone, com- 
pared to the cost of ice cubes purchased from an ice 
company. 

“Mrs. Damon, of Damon’s, Cleveland, expects to pay 
for her machine in one year out of the savings. Ap- 
proximate cost for water and electricity is 15 cents per 
100 lbs. of ice.” 


N INDUSTRY report on canned 

Frozen Food fruits and vegetables which con- 

Vs. tains an appraisal of the competitive 

Canned position of frozen foods and vege- 

tables as compared to canned has 

been prepared by the Food Div., U. S. Dept. of Commerce, 
Bureau of Foreign and Domestic Commerce. 

In comparing the two industries the report points out 
that “the frozen fruit and vegetable industry has grown 
from 5% of canned production in 1942 to 14% in 1948.” 
The frozen pack reached a high of 24% in 1945, but de- 
creased to a range of 14 to 17% in the three succeeding 
Frozen vegetables rose from 3% in 1942 to 
almost 13% in 1948. 


seasons. 


N ESTIMATED 25% of next 

year’s total Florida orange crop 
will be used to produce concentrated 
frozen orange juice, reports J. L. 
Heid, research director of Florida 
Citrus Canners Cooperative. Only 8% of this year’s yield 
is being used for this new frozen product whose phenome- 
nal growth has amazed the frozen food industry. 

In addition to the frozen orange juice now on the 
market, Dr. Heid indicates that apple and pineapple juice 
will soon be added. He goes on to say that frozen milk 
and frozen eggs, produced by the same method as the 
frozen orange juice, probably will soon be on the market. 


25% of Florida 
Orange Crop 
To Be Frozen 


NOVEL but effective way to cool 

Novel Beer beer in metal kegs has been de- 

Cooling System veloped which provides for circulat- 

Uses Plastic “Coil” ing cold water in sealed plastic bands 

which are attached snugly to the kegs. 

The bands, made of heavy gauge Vinylite plastic sheeting, 

can be snapped off an old keg and on to a new one with 
a minimum of effort and time. 

The new system includes an attractive insulated closure 
which requires very little space, and a free flowing faucet. 
The small difference in temperature between the cooling 
water and the beer prevents over-cooling, it is claimed, 
and the rate of withdrawing has no effect on the tem- 
perature. 
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You should go 
loa tee the Show 


FOR BIGGER SALES IN ‘50 


wr promises to be the largest and most successful display of refrigeration 
and air conditioning equipment, parts and services ever held is rapidly shaping 

up for the 6th All-Industry Refrigeration and Air Conditioning Exposition to 
take place at Atlantic City, New Jersey, November 14 through 18, 1949. 

Well over 200 exhibitors will bring an array of exhibits valued at over $5,000,000 
and covering 4 acres of floor space at the Atlantic City Auditorium—the largest 
auditorium of its kind in the world. The entire Exposition will be keyed to the idea 
of helping every show visitor achieve “bigger sales in ’50.” 

Interest in the Show is running high and indications are that the attendance will 
top that of any previous All-Industry Show. 

Nowhere else in the world can you see so many kinds of refrigeration and air 
conditioning equipment gathered together in one place at one time. Featured this 
year will be many new developments and new equipment from which any interested 
person can learn what’s new in this fast-growing, ever-expanding field. 

More than ever before the All-Industry Show is becoming a roll call of the industry 
and the show management is anxious to spread the word that the Exhibition is open 
without charge to any person identified in any way with the refrigeration or air 
conditioning industry. All that is required is identification and free registration. 

No matter in what phase of the industry a person may be interested, he will find 
plenty of an educational nature to see at Atlantic City, and much has been provided 
in the way of entertainment for the visitor. 

Hotel reservations may be made by writing direct to the Housing Bureau, Atlantic 
City Convention Bureau, 16 Central Pier, Atlantic City, New Jersey, or by writing 
direct to any of the Atlantic City hotels. 


Atlantic City’s huge auditorium, where the show will be held, is the largest convention hall in the world. 
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PERFECT RECORD FOR 23 YEARS 


Suniso Refrigeration Oils Prove Absolutely Trouble-Free 


for Service Shop, One Unit Running on Same Oil Since 1926 


No lubrication trouble in 23 years 
while using Suniso Oils—that has 
been the experience of a large com- 
mercial refrigeration service shop. 

Starting in 1926, this big-city 
concern has grown so large that it 
now keeps 20 men busy. On the 
premises alone it services some 750 
units a year. No oils but Suniso 
have ever been used except for 
occasional periods during the war 
when Suniso sometimes was not 
immediately obtainable. The only 


SUNISO REFRIGERATION OILS += 


THROUGHOUT THE 


“JOB PROVED’’ 


lubrication trouble ever experi- 
enced was with these substitutes. 
One domestic unit has been run- 
ning on Suniso for 13 years without 
an oil change; and another for 23 
years. The service manager says 
that Suniso Refrigeration Oils have 
definitely contributed to building 
up this fine business and making it 
profitable. 

This is the kind of performance 
that servicemen everywhere have 
learned to expect from Suniso Oils. 


INDUSTRY 


Another measure of their quality is 
the fact that Suniso Oils are the 
predominant choice of equipment 
manufacturers in the refrigeration 
and air-conditioning field. Suniso 
is available in different grades. Each 
has an exceptionally low pour-point 
and wax-separation point, excep- 
tionally high dielectric strength and 
resistance to chemical change when 
mixed with Freon or other modern 
refrigerants. Ask your jobber for 
free Suniso specification card. 


SUN OIL COMPANY: Philadelphia 3, Pa. 
in Canada: Sun Oil Company, Ltd. 
Toronto and Montreal 
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UP AND DOWN THE AISLES 
at the 6th All-Industry Show 


ACME INDUSTRIES, INC. 
Booths 742, 744, 746 


YOU WILL SEE: New Models AP and FP 
evaporative condensers and Models FC cool- 
ing towers; new fin coils for direct expan- 
sion, water and steam; shell-and-tube and 
shell-and-coil condensers, heat exchangers, 
oil separators. 

YOU WILL MEET: K. A. Weatherwax, vice 
president and general mgr.; J. T. Maloney, 
mgr., sales promotion; A. B. Newton, direc- 
tor of sales; E. B. Dunphy, director of engi- 
neering. 


ACME-NATIONAL 
REFRIGERATION CO., INC. 
Booths 625, 627 


YOU WILL SEE: New Tru-Zone drawer-type 
6 cu. ft. Loboy refrigerators; line of Spa- 
Savers 36” high refrigerators with and with- 
out Formica tops. 

YOU WILL MEET: Sid Spielman, president; 
Abe Cohen, general sales mgr.; John T 
Johnson, chief engr. 


AIRSERCO MFG. CO. 
Booth 841 


YOU WILL SEE: New 220 volt unit analyzer: 
new 110/20 volt dual range voltammeter: 
new combination unit analyzer and dual 
range volt ammeter; plus complete line. 

YOU WILL MEET: Emmett C. Williams, 
president; George F. Ullum, production 
mgr.; Homer Collins, development engr. 


AJAX CORP. OF AMERICA 
Booth 546 


YOU WILL SEE: New Ajax Electric Iceman: 
new Ajax electric ice crusher; new Ajax 
water conditioner; Ajax Roomaster. 

YOU WILL MEET: Lionel Marks, president; 
Lee Stern, general sales mgr.; Dave Pomer- 
antz, regional mgr.; Milton Lipschutz, dis- 
tributor, Philadelphia; S$. Carl Mantell, dis- 
tributor, Baltimore, Md.; Max Barnett, dis- 
tributor, New York. 


ALCO VALVE CO. 
Booths 422, 424, 426 


YOU WILL SEE: An exhibit keynoting 25 
years of progress in the refrigeration in- 
dustry; highlighting the display will be engi- 
neering achievements in refrigeration con- 
trols, featurng both old and new; also fea- 
tured will be a display of specially-devel- 
oped controls for the refrigeration field; one 
panel of display will be reserved for the 
new 402 thermostatic expansion valve, de- 
signed for Y2-ton Freon 12 commercial 
refrigeration application; complete Alco 
product line also will be shown. 

YOU WILL MEET: Management, sales and 
engineering personnel, field engineers. 


ALLIN MFG. CO. 
Booth 649 


YOU WILL SEE: New dehydrating unit to be 
40 


shown for the first time; Allin capillary 
tube. 


YOU WILL MEET: Albert Wittlin, president; 
Rollin H. Lacart, vice president; Alvan D. 
Green, eastern factory sales representative. 


HARRY ALTER CO., INC. 
Booths K & L 


YOU WILL MEET: Harry Alter, president; 
Irving Alter, secretary-treasurer; Leo Alter, 
vice pres.; Joe Novotny, sales and adver- 
tising mgr.; Warren Kahn, New York branch 
megr.; Murray Adinoff, sales. 


SPECIAL ACTIVITIES: No products will be 
displayed. The space will be maintained as 
a “rest haven,” equipped with comfortable 
chairs where weary convention-goers can 
relax and get a “breather” from more 
arduous convention duties. 


ALUMINUM CO. OF AMERICA 
Booths 350, 352, 354 


YOU WILL SEE: Products illustrating use of 
aluminum in compressor bodies and piston 
rods; brazed evaporators; 43,640 Btu per 
minute capacity finned tube oil and water 
cooler (10,420 oil and 33,220 water.) 

YOU WILL MEET: J. R. Willard, mgr. devel- 
opment division; E. W. Mason, development 
division; G. O. Hoglund, head, welding sec- 
tion Alcoa process development labs; R. V. 
Vanden Berg, head, finishing section Alcoa 
process development labs.; D. J. McNulty; 
C. E. Miller; C. O. Borland; G. A. Bibens; 
W. B. Howard; sales representatives; F. R. 
Marshall, sales engr.; R. F. Schaefer, P. B. 
Jackson, Cleveland development division. 


i on this page and 
many pages following is 
the most complete information 
obtainable concerning exhibits 
and exhibitors in the 6th All- 
Industry Refrigeration and Air 
Conditioning Exposition. 

This information was ob- 
tained by means of direct ques- 
tionnaires sent out to exhibitors 
by COMMERCIAL REFRIGERATION 
AND AIR CONDITIONING maga- 
zine. Some few exhibitors en- 
tered the Show too late to be 
included in this roundup; some 
others failed to reply to the 
questionnaires. The great bulk 
of exhibitors, however, are listed 
here in as great detail as their 
replies permitted. 


AMERICAN BRASS CO. 
Booths 726, 728 


YOU WILL SEE: A machine designed express- 
ly to show the heat transfer properties of 
copper; this equipment embodies the “heat 
pump” principles of both direct and reverse 
refrigeration, and includes coils, tubes, pans 
and convectors of copper, and vibration 
eliminators of bronze; refrigeration tubing 
in various shapes (from the company’s 
French Small Tube branch), dealer sales 
helps, and the general line of Anaconda 
copper water tubes and wrought copper 
solder-type fittings. 


AMINCO REFRIGERATION 
PRODUCTS CO. 
Booth 304 


YOU WILL SEE: New crankcase suction 
pressure regulating valve; new water 
strainer; improved line of oil separators; 
new replacement highside floats for top 
mounted units; constant pressure valves; 
snap action valves; line check valves; pres- 
sure vacuum setting pumps. 

YOU WILL MEET: John L. Trix, secretary- 
treas., Ed Kellie, president. 


ANSUL CHEMICAL CO. 

Booths 235, 237, 239 

YOU WILL SEE: Ansul oil, available in 1- 
and 5-gallon cans and in 150 and 300 


viscosities; Ansul methyl chloride, Ansul 
sulphur dioxide. 


YOU WILL MEET: L. C. McKesson, sales 
director; G. B. Vermilye, sales mgr. ref- 
rigeration division; L. T. Plouff, assistant 
sales mgr.; E. M. Billings, T. R. Kearney, 
H. Dill, F. M. Duvall, R. F. Polley, L. H. 
Reed Jr., D. Hardie, H. Gullat, L. Russell. 


SPECIAL ACTIVITIES: Open House, Ansul 
suite, Traymore hotel (scheduled hours). 


ARCADE MFG. DIV., 

ROCKWELL MFG. CO. 

Booth 514 

YOU WILL SEE: 1025 butterfly hinge, truck 
lock; 1026 hi-knuckle butterfly hinge; 1-A 


super freezer lock, with seal breaker; and 
line of locks and hinges. 


YOU WILL MEET: W. R. Brown, general 
mgr.; L. M. Bordner, sales mgr. 


RICHARD M. ARMSTRONG CO. 
Booth 805 


YOU WILL SEE: Suction heat exchangers 112 
tons capacity and 152 tons capacity as com- 


NOVEMBER, 1949 « COMMERCIAL REFRIGERATION 





pared with previous 96 tons capacity; suc- 
tion heat exchangers 8 to 152 tons; oil 
separator 80 tons; 15 ton Freon condenser; 
set of component parts of heat exchangers. 

YOU WILL MEET: Richard M. Armstrong, 
owner. 


AUTOMATIC PRODUCTS CO. 
Booths 242, 244, 246 


YOU WILL SEE: Regular line of expansion 
valves; solenoid valves; suction pressure 
regulating valves; water regulating valves; 
refrigerant filters and driers. 

YOU WILL MEET: R. W. Johnson, president; 
E. A. Vallee, executive vice-president; D. 
Moerick, sales mgr. refrigeration; Del Al- 
bright, T. Melville; Bradley Carroll; Frank 
Marshall; A. L. Neva; R. Petersen; Harry 
Youmans; John Hall; Larry Thompson. 


BALLY CASE AND COOLER CO. 
Booths 142, 144, 146, 241, 243, 
245 


YOU WILL SEE: New two-shelf open dairy 
display case; new three-shelf open dairy 
display case; new open style frozen food 
case; self-contained models of conventional 
type meat cases; reach-in cooler, beverage 
cooler; sectional walk-in cooler. 

YOU WILL MEET: Leon Prince, sales mgr.; 
Leo G. Saettele, eastern sales representa- 
tive; Harry E. Johnson, chain store sales 
representative. 


BALTIMORE AIRCOIL CO., INC. 
Booths 330, 332 


YOU WILL SEE: New 1950 models of “CPE” 
type evaporative condensers, redesigned for 
greater simplicity, sturdiness, compactness 
and efficiency. This unit is available in 
sizes from 10 to 100 TR base rating. Also 
models of B.A.C. type “U” condensers, now 
available up to 210 TR base rating in a 
single unit. 

YOU WILL MEET: John Engalitcheff Jr., 
president; Ray R. Forseille, vice pres. in 
charge of production; Richard P. Franke, 
sales engr. 


BELL & GOSSETT CO. 
Booths 449, 451, 453 


YOU WILL SEE: New water chillers; new 
mechanically sealed centrifugal pumps; new 
finned tube condensers; circulators, hot 
water Flo-control valves; relief and reduc- 
ing valves; Monoflow fittings; motorized 
valves; indirect heaters. 

YOU WILL MEET: Frank C. Hackett, sales 
promotion mgr.; L. L. Arbuckle, mgr. re- 
frigeration dept.; Frank Gall, Nelson Hinde, 
Sales dept.; R. E. Moore, vice-president; R. 
A Patterson, general sales mgr. 


BETZ CORP. 
Booths 341, 343, 345 


YOU WILL SEE: A complete line of forced 
convection cooling units for commercial ap- 
plication, including ice cube makers. 

YOU WILL MEET: Lyman B. Betz, president; 
V. C. Knight, vice-president and general 
mer.; H. J. Lange, vice-president in charge 
of production; L. G. Underhill, C. L. Ben- 
sen, sales representatives. 


BINKS MFG. CO. 
Booths 231, 233 


YOU WILL SEE: New cooling tower which 
consists of the new Binks “3D” horizontal 
induced draft unit; new type “B” blower in- 
duced draft tower; all types of nozzles used 
in connection with the refrigeration, air 


Where To Meet 
Your Fellow Members 


Many trade associations will be represented by exhibits at the 
6th All-Industry Refrigeration and Air Conditioning Exposition. 


These include the following: 


ORGANIZATION 


Refrigeration Service Engineers Society 

National Commercial Refrigerator Sales Association 
Refrigeration and Air Conditioning Contractors Association 828 
Refrigeration Equipment Manufacturers Association 

REMA International Headquarters 

Refrigeration Equipment Wholesalers Association 
Refrigeration Industry Safety Advisory Committee 

American Society of Refrigeration Engineers 


These headquarter booths are all in the same location for 
convenience of visitors in finding them easily. 


The International Headquarters Booth is an innovation. Here 


a record will be kept of all visitors from foreign countries, as 


well as a record of all export managers and export brokers, with 
the idea of aiding the representatives from foreign countries in 
finding just what they wish to see and making the contacts they 


desire easily and quickly. 


conditioning and related industries; machine 
designed for demonstration of nozzles in 
action. 

YOU WILL MEET: C. R. Kranz, mgr. cooling 
equipment division; R. W. Plutz, Chicago; 
L. A. Hamilton, mgr. Binks New York 
branch. 


R. H. BISHOP CO. 

Booths 745, 747, 749 

YOU WILL SEE: New low temperature open 
display cabinets, 4 types and models; new 
high temperature open display cabinets, 2 
types and models; 14 cu. ft. home freezer; 
18 cu. ft. home freezer. 


YOU WILL MEET: R. H. Bishop, president; 
Stanley C. Bell, sales mgr.; Jack Sinclair, 
district saes mgr.; Al Krause, service en- 
gineer. 


BLACK, SIVALLS & BRYSON, 

INC. 

Booth 529 

YOU WILL SEE: New model CGA %2—2 gas 
valve; bolted Safety Head (replaceable disc 
type) and sealed type Safety Head (factory 
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sealed and guaranteed leak proof against 
Freon loss). 
YOU WILL MEET: John H. Raidl, Jr., senior 


sales engineer; Earl Ruth, senior sales engi- 
neer. 


BREWER-TITCHENER CORP., 
CRANDAL-STONE DIV. 
Booths 418, 420 


YOU WILL SEE: New full view frozen food 
display case; new under bar ice cube maker: 
new Little Giant food freezer; typical ap- 
plications of BTC plate-type evaporators. 

YOU WILL MEET: R. A. Ellis, division mgr.; 
C. H. Beane, chief engineer; J. P. Florence, 
assistant to mgr.; J. L. Cox, refrigeration 
engineer. 

SPECIAL ACTIVITIES: Informal conferences 
with sales representatives. 


BRUNNER MFG. CO. 
Booths 434, 436, 438, 440 


YOU WILL SEE: A complete range of air and 
water condensing units; 8 cycle 40 fo 75 ton 
unit; truck units, 34, 1, 1/2, 2 ton; water 
cooled units with modulation control; air 
and water combination units; room air con- 
ditioners 3, 5, 7%, 10 ton. 

YOU WILL MEET: A. G. Zumbrun; J. W. 
Thomas; A. D. Sullivan; G. L. Brunner, Jr.; 
O. R. McDonlad; P. A. Lovegren; Edward 
Briggs; Walter Rosbrook; C. E. Burlingame; 
F. M. Carryl; Elmo Burlingame; W. M. 
Cashin; L. A. DeMarsh; J. B. Fleming; S. 
W. Hanna; A. L. Haldeman; J. P. Junkin, 
Sr.; J. P. Junkin, Jr.; T. J. Lyon;.L. B. 
Menard; G. W. Mathews; J. R. Reid; F. G. 
Slagel; R. C. Smith; F. E. Wilson. 
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MASTER PROGRAM — ALL EVENTS 
6th All Industry Exposition 


Saturday, November 12 

9:00 a.m. 

to 6 p.m.—Exposition Registration—Auditorium Lobby. 

10:00 a.m.—REMA Heat Transfer Section Meeting—Chippendale Room, Hotel 
Traymore. 

12 Noon—RACCA Registration—Ambassador Hotel. Registration continues 

until 8 p.m. 

12:30 p.m.—REMA Heat Transfer Section Luncheon—Club Room, Hotel Tray- 


more. 


Sunday, November 13 


00 a.m.—Exposition Registration—Auditorium Lobby. 

:00 a.m.—RSES Registration—Ambassador Hotel. 

a.m.—RACCA 4th Annual Convention, Morning Session—Ambassador 
Hotel. 

a.m.—REMA Board of Directors Meeting—Pine Room, Hotel Traymore. 

p-m.—REMA Board of Directors Luncheon—Chippendale Room, Hotel 
Traymore. 

p.m.—RACCA Luncheon—Renaissance Room, Ambassador Hotel. 

p-m.—RSES Business Meeting and Educational Program—Ambassador 
Hotel. 

p-m.—REMA Export Group Meeting—Pine Room, Hotel Traymore. 

p.m.—RACCA 4th Annual Convention, Afternoon Session—Ambassador 
Hotel. 

p-m.—RACCA Board of Directors Meeting—Ambasador Hotel. 
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Monday, November 14 


.—Exposition Registration—Auditorium Lobby. 

.—REWA Registration—Claridge Hotel. 

.—RSES Educational Program—Ambassador Hotel. 

.—RACCA 4th Annual Convention, Morning Session—Ambassador 
Hotel. 

.—REWA Luncheon—Ocean Dining Room, Claridge Hotel. 

.—ALL-INDUSTRY EXPOSITION Opening. For refrigeration con- 
tractors, dealers and service engineers only on this day. Open 
to 9:00 p.m. 

.—RACCA 1949-50 Board of Directors Luncheon—Ambassador Hotel. 

.—REWA 15th Annual Meeting—Trimble Hall, Claridge Hotel. 

.—NCRSA Directors Meeting—Ambassador Hotel. 

.—ALL-INDUSTRY ALL STAR REVUE—Grand Ballroom, 2nd Floor, 
Atlantic City Auditorium. Admission as guests of REMA by 
registration badge only. Please register early. 
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Tuesday, November 15 


.—Exposition Registration—Auditorium Lobby. 
RSES Educational Program—Ambassador Hotel. 
.—NCRSA Registration—Ambassador Hotel. 
.—ALL-INDUSTRY EXPOSITION; open to entire industry to 6 p.m. 
.—NCRSA Annual Meeting—Ambassador Hotel. 
.-—REMA Cocktail Party for officers and directors of cooperating trade 
associations—Belvedere Room, Hotel Traymore. 
-—RSES Annual Banquet—Main Dining Room, Ambassador Hotel. 
-—NCRSA Annual Banquet—Ambassador Hotel. 
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Wednesday, November 16 


.—Exposition Registration—Auditorium Lobby. 
-—RSES Educational Program and Business Meeting—Ambassador 


Hotel. 
.—ALL-INDUSTRY EXPOSITION; open to entire industry to 6 p.m. 
-—RSES Board of Directors Meeting—Ambassador Hotel. 
.—ALL-INDUSTRY DANCE—American Room, Hotel Traymore. 
Music by The Conventionaires. Sponsored by REMA. Admission 
by 6th All-Industry registration badge. 


Thursday. November 17 
9:00 a.m.—Exposition Registration—Auditorium Lobby. 
10:00 a.m.—ALL-INDUSTRY EXPOSITION; open to entire industry to 6 p.m. 
Evening—Refrigeration Industry Night at Hackney’s. Refreshments, dining, 
entertainment. Open to all. Dutch treat. An open evening in 
which to meet your friends in the industry. 


Friday, November 18 


9:00 a.m.—Exposition Registration—Auditorium Lobby. 
10:00 a.m.—ALL-INDUSTRY EXPOSITION; open to entire industry to 4 p.m. 
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BUSH MFG. CO. 
Booths 221, 223, 225, 227 


YOU WILL SEE: New WJ unit cooler; new 
evaporative condenser; standard unit cool- 
ers; DX coils; water coils; steam coils; 
Plasti-cooler; CJ unit coolers, DF and LT 
unit coolers. 

YOU WILL MEET: C. A. MacArthur, sales 
mgh.; W. C. Schaller, assistant sales mgr.; 
C. Cavanaugh; D. Zipser, chief engr.; J. W. 
Hatch, president; E. M. Flannery, vice-pres- 
ident. 


BUTCHER BOY COLD STORAGE 
DOOR CO. 
Booths 856, 858 


YOU WILL SEE: Newly designed shock ab- 
sorbing adjustable spring hinges and heavy 
duty main door fasteners for cold storage 
doors; cold storage doors. 

YOU WILL MEET: George W. Slopa, general 
gr.; Robert E. Slopa, engineering dept.; 
Joseph Willig, sales mgr.; Ira E. McFarland, 
New York branch mgr. 


CARRIER CORP. 
Booths 730, 732, 734, 736 


YOU WILL SEE: Seven products, including a 
new ice cube maker (which will be in full 
operation) on public display for the first 
time; one-ton deluxe room air conditioner 
equipped with transparent plastic panels so 
inner mechanism can be seen as the finger- 
tip control dials change cycle through stages 
of ventilation, cooling and dehumidification 
and the reverse feature rapid exhaust of 
room odors; 5-ton Weathermaker for store 
or office application; System Weathermaker 
for central-station systems; Conduit Wea- 
thermaster; a Model 5F60 reciprocating 
type compressor in cutaway for manual op- 
eration; large-size gas fired unit heater. 

YOU WILL MEET: Engineering and sales 
representatives from factory and field 
offices. 


CENTURY ELECTRIC CO. 
Booths 356, 358 


YOU WILL SEE: Electric motors fractional 
and integral capacities. 

YOU WILL MEET: E. S. Moore, general sales 
mgr.; G. C. Henderson, assistant general 
sales mgr.; P. W. Baker, vice-president; A. 
L. Smith, New York regional sales mgr.; R. 
L. Biller, Indianapolis district sales mgr.; 
L. H. Downing, Rochester, New York dis- 
trict sales mgr.; G. H. Pechin, Philadelphia 
district sales mgr. 
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OF QUALITY | 
VALVES and FITTINGS 


for refrigeration and air conditioning _ 


FOR YOUR NEEDS 


acked and kless 
LINE VALVES, Pocked ond pee 


-way, 3-way, angle, globe 


¥ MANIFOLDS 

¥ RELIEF VALVES 

¥ COMPRESSOR VALVES 
¥ RECEIVER VALVES 

¥ EVAPORATOR VALVES 
¥ G-W CONTROL VALVES 
¥ LIQUID INDICATORS 


¥ REFRIGERANT CYLINDER 
VALVES 


¥ CHARGING STANDS 

¥ HERMETIC KITS 

¥ TESTING OUTFITS 

¥ SPECIAL PURPOSE VALVES 
¥ FITTINGS, all types 


KEROTEST MANUFACTURING CO. 
yh 14 eae Wd eT 
PITTSBURGH 22, PENNA. 
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Lipman self-contained 
air conditioner available in 
3, 5 and 71/2 hp. sizes. 


When you sell Lipman Commercial Refrigera- 
tion and Air Conditioning, you can offer com- 
plete customer satisfaction, keep service and 
maintenance worries to a minimum, be ahead 
of competition — all the way! 


Lines are Complete — Lipman refriger- 
ation units offered in % thru 40 hp. capacities, 
air or water cooled, with ammonia, Freon-12 and 
methyl chloride refrigerants. Wide range of 
self-contained and remote air conditioners. 


Well Designed, Well Built — Units are 
heavy duty, rugged, operate at moderate speed 
to give most refrigeration per kilowatt of power 
used. Highly efficient condensers cut water con- 
sumption. Built to last — and they do! 


Established Reputation — Hundreds of 
Lipman units installed 25 years and longer ago 
are still in regular service today, building a 
reputation for dependability. 


Cash im on these and other advan- 
tages of the Lipman lines. Write, wire or call 
for complete information. 
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chloride condensing unit, ‘ : . +, W 
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CHICAGO SEAL CO. 
Booths 629, 631 


YOU WILL SEE: New expanded line of seals 
and valve plates. 

YOU WILL MEET: Herman Goldberg, presi- 
dent; Felix Wierman, engineer; Willis Staf- 
ford, sales; R. E. Cook, sales. 


COLDIN CABINET CO., INC. 
Booths 711, 713 


YOU WILL SEE: New low operating cost glass 
front open frozen food display cabinet; new 
low temperature full vision display cabinet; 
41 in. high Formica-top full vision display 
case; rolling Thermopane doors frozen food 
display cabinet with Vita-Vision picture 
superstructure; dairy wall cases; vegetable 
wall cases; full vision display cases, 54 in. 
high; 41 in. high Coldin Jr. Formica-top 
counter display case. 

YOU WILL MEET: Herman Krause, president; 
Leon P. Krause, vice-president; Alex CG. 
Limmer, treasurer; S. James Krakow, di- 
rector of sales; Nelson S. Bloomenstein, 
developing and engineering. 


COOLSTREAM CORP. 
Booths 118, 120 


YOU WILL SEE: New models of refrigerated 
compartment-type water coolers, both pres- 
sure-bubbler and bottle types, available 
either with or without ice cube sections. 
Storage space is of stainless steel, takes quart 
bottles; ice cube capacity 2 trays (4 lbs.). 
Conventional streamlined pressure and bot- 
tle type coolers also will be shown. 

YOU WILL MEET: Lyonel L. Berken, presi- 
dent; Gertrude Berken, treasurer; |. V. 
Berken, general megr.; George S Billetter, 
factory supt. 


COPELAND REFRIGERATION 
CORP. 


Booths 123, 125, 127, 129, 131, 
133, 135, 137 


YOU WILL SEE: New Copelametic units and 
motor compressors | hp. to 72 hp. inclu- 
sive; complete line of condensing units 
1/6 hp. to 72 hp., open-type and Cope- 
lametic; electric water coolers. 

YOU WILL MEET: H. E. Thompson, presi- 
dent; F. V. Gleason, vice president and 
treasurer; C. L. Curtis, vice president; O. H. 
Buschmann, vice president; W. G. von 
Meyer, sales and advertising mgr.; R. G. 
Berg, assistant sales mgr.; Bert Kaple, J. L. 
Zant, A. E. Cadwell, O. G. Tinkey, sales 
representatives. 


CURTIS REFRIGERATING 
MACHINE DIV. 

Booths 402, 404, 406, 501, 
505 


YOU WILL SEE: New Curtis 30 to 40 hp con- 
densing unit complete with automatic capa- 
city reduction; new 20 hp condensing unit; 
new Curtis air conditioner line from 2 tons 
through 15 tons. 

YOU WILL MEET: H. C. Morrison, vice-pres- 
ident; H. J. Nettler, assistant sales mgr.; 
K. T. Rockey, New York regional mgr.; C. 


503, 


W. Stover, Chicago regional mgr.; J. P. 
Gilbert, advertising mgr.; N. H. Behrend; R. 
A. Vogt; GC. W. Schultz; Geo. C. Helde; 
Wm. Fleischer. 


CUTLER-HAMMER, INC. 
Booths 658, 660 


YOU WILL SEE: New and added “specific 
fit” replacement controls for domestic and 
semi-commercial applications; new original 
equipment controls; motor control items for 
refrigeration and air conditioning applica- 
tions. 

YOU WILL MEET: P. S. Jones, vice president 
in charge of sales; W. R. Reinhold, mgr., 
refrigeration sales; A. R. Johnson, megr., 
merchandising sales; L. P. Niessen, advertis- 
ing mgr.; W. E. Leffingwell, J. G. Fore, 
application engineers; C. L. Wymelenberg, 
advertising dept.; J. P. Simon, district mgr., 
Philadelphia; sales engineers W. Stark, De- 
troit; T. R. Christian, St. Louis; P. L. 
Erickson, Cincinnati; E. A. Clark, Grand 
Rapids; H. H. Ratcliff, Minneapolis; G. W. 
Greenman, Chicago; sales representatives R. 
T. Smith, Tecumseh, Mich.; J. A. McLaren, 
Los Angeles; G. |. Boone, "New York. 


SPECIAL ACTIVITIES: Hospitality 
Hotel Brighton penthouse. 


room, 


WHAT'S NEW? 


EW equipment, new materials, 

and new methods of interest to 
the refrigeration and air condition- 
ing field will be on display in great- 
er profusion than ever before at the 
6th All-Industry Show, preliminary 
reports indicate. 

“In all our years of experience 
in putting on All-Industry Exposi- 
tions for the refrigeration and air 
conditioning industry,” reports Her- 
mann F. Spoehrer, chairman of 
REMA’s Show committee, “‘we never 
have had a time when so many ex- 
hibitors have had so much that is 
new to exhibit as they do this year. 

“It seems that fully half of all our 
exhibitors have informed us of 
products or processes which they 
will be showing for the first time at 
Atlantie City.” 


DAVISON CHEMICAL CORP. 
Booths 337, 339 


YOU WILL SEE: A new departure in the 
company’s exhibit for Davison’s PA-100 sil- 
ica gel desiccant; details cannot be disclosed 
but company says it will be entirely new and 
will incorporate a basic educational theme 
with selling points; an electric display vis- 
ible to Show attendants as well as vacation- 
ers is also planned, but details are being 
withheld until Show time. 

YOU WILL MEET: R. D. Goodall, sales mgr.; 
E. E. Thompson, N. E. Hathaway, D. P. Bar- 
rett, E. Meginnis, field engrs.; E. K. Sey- 
bert, technical service; H. C. Schuckle, B. 
F. Davis, advertising. 


DAY & NIGHT DIV., 
AFFILIATED GAS EQUIPMENT, 
INC. 

Booths 702, 704 


‘YOU WILL MEET: J. W. Rubenson, mgr.. re- 
frigeration sales; J. B. Griffith, refrigeration 
engr. 
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SPECIAL ACTIVITIES: Since the company’s 
eS Oe ee ee 
for display, no products will be shown, but 
space will be converted into a comfortable 
spot where visitors to the show can sit down 
and rest awhile. 


DEAN PRODUCTS, INC. 
Booth 354 


YOU WILL SEE: New line of plate evaporators 
designed to provide efficient operation of 
evaporator plates; new improved design re- 
placement parts for use on soda fountains 
and ice cream cabinets; stainless steel lids; 


plastic ice cream cabinet covers; can 
holders. 


YOU WILL MEET: Rubin Raskin, vice pres- 
ident; Walter Raskin, treasurer and chief 
engineer; J. B. Rodgers, sales engineers 
William Keefe, Pennco, Inc.; Jack Ernst, Jr.; 
S. W. Hanna, A. L. Halderman, Big 4 Supply 
Corp., T. G. Thomas, Arthur K. Johnston, 
Aus-Tex Refrigeration. 


DOLE REFRIGERATING CO. 
Booths 513, 515, 517 


YOU WILL SEE: New latent heat storage unit 
for product cooling or air conditioning ap- 
plications; new hot gas defrost bank; new 
make and break valves for charging hold- 
over plates; truck plates; soda fountain 
conversion plates; cabinet plates. 

YOU WILL MEET: O. L. Rose, secretary and 
treasurer; L. E. Smith, general sales mgr.; 
A. F. Sawyer; engineer; C. C. Ryan, eastern 
sales mgr.; salesmen H. E. Clay; L. V. Rus- 
sel; C. H. Boyd; V. D. Dyer; B. P. Tweed; 
H. W. DeBaugh; A. W. Monroe; J. A. Wil- 
kerson; D. A. DeMore; H. P. Hansen; A. 
B. Brady; O. J. Armstrong. 


E. |. duaPONT de NEMOURS & CO. 
Booths 646, 648, 650 


YOU WILL SEE: Display featuring market a- 
nalysis of low pressure refrigerants after- 
market; mes methyl chloride, sulfur diox- 
ide; Freo 

YOU WILL MEET: G. J. Courtney, sales mgr.; 
A. M. Cole, assistant sales mgr.; R. A. Ball- 
man, New York district sales mgr.; N. T. 
Beck, Chicago district sales mgr.; F. J. 
Flaiz, St. Louis district sales mgr.; N. C. 
Cooper, electrochemicals dept. 


EBCO MFG. CO. 
Booths 544, 642, 741 


YOU WILL SEE: New Oasis air drier; new 
pressure compartment model OP-3R; ex- 
plosion proof cooler, static condensing unit 
models, and heavy duty coolers for installa- 
tion in locations with extreme heat and hu- 
midity conditions. 

YOU WILL MEET: A. 8. Benua, president; 
Louis P. Benua, vice president, executive 
members of the sales and manufacturing 
staffs; Ronald Gray, Jacksonville, Fla.; Jo- 
seph Siegert, Philadelphia, Pa.; Ray Graham, 
Springfield, Mass.; S. M. Davison, Chicago, 
lll., district sales managers. 
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ESCO CABINET CO. 

Booths 334, 336 

YOU WILL SEE: New model CL-12 (12 cu. 
ft.); new CL-24 (24 cu. ft.) freezers with 
air-blast fan for quick freezing; NI-AG-RA 
milk cooler; beverage cooler. 

YOU WILL MEET: Harold C. Cann, district 
mgr. in charge; district mgrs. Charles M. 
Cann, E. L. Johnson, C. K. Jones, M. B. 
Cann, R. R. Jamison; R. O. Washbon, vice 
president. 


ELECTRIC AUTO-LITE CO. 
Booth 548 


YOU WILL SEE: Dial indicating and recording 
thermometers. 

YOU WILL MEET: L. B. Murphy, sales mgr. 
Instrument and Gauge Div.; Thomas 
Murchie, sales representative. 


ESTON CHEMICALS, INC. 
Booth 419 


YOU WILL SEE: New Eston aerosol house- 
hold insecticide; new Jetsit aerosol deo- 
dorant; new miniature cylinders; refriger- 
ants, Freon, methyl chloride, sulfur dioxide. 

YOU WILL MEET: A. M. Esberg, president; 
W. E. Horn, sales mgr. refrigerants. 

SPECIAL ACTIVITIES: Meeting of district 
representatives. 


FEDERAL REFRIGERATOR MFG. 
co. 
Booths 708, 710 


YOU WILL SEE: New series 4000 self-service 
cases; new models for packaged meats; new 
models for vegetables and dairy products; 
model 3307 triple deck merchandiser; 
model 707 open self-serve frozen food dis- 
play case. 


YOU WILL MEET: John Romadka, president; 
R. J. Loudon, vice president; A. T. Mickle, 
sales mgr.; sales representatives Kenneth C. 
Milford, Baltimore; Bernard M. Packtor, 
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New Haven; Geo. C. Rind, Cleveland; M. 
E. Sitton, Tampa. 

SPECIAL ACTIVITIES: Special meeting of 
eastern sales representatives together with 
Federal distributors. 


FINE PRODUCTS CO., INC. 
Booth 101 


YOU WILL SEE: New Duz-All carbonic gas 
service cylinder; new “Jumbo” dehydrators; 
rapid refillable dehydrators; reach-ali pick 
up tools; refrigerant cylinders; dehydrator 
kits; liquid indicators. 

YOU WILL MEET: Albert H. Fine; Karl A. 
Bergquist; William J. Pfund; Harold Binder; 
Ted McLaughlin. 

SPECIAL ACTIVITIES: Showing of “Sleep- 
ing Giant” film on training wholesale sales- 
men to overcome sales resistance. 


FOGEL REFRIGERATOR CO. 
Booths 547, 549, 551, 553 


YOU WILL SEE: New 72UF angle vision 
freezer; mew improved _ self-contained 
double duty display case; new open-type 
self-service food merchandisers; reach-ins; 
beverage coolers; continuous meat cases; 
walk-ins; self-service freezers. 

YOU WILL MEET: Wm. Fogel, president; S. 
H. Batt, national sales mgr.; Ed Banios, ad- 
vertising mgr.; all field sales representatives. 

SPECIAL ACTIVITIES: Series of informal 
meetings. 


FRICK COMPANY 
Booth 313 


YOU WILL SEE: New “Eclipse” compressor 
with cylinders cut away to show construc- 
tion. 

YOU WILL MEET: W. H. Aubrey, vice-presi- 
dent and sales mgr.; C. C. Smith, assistant 
sales mgr.; P. H. Buch, eastern mgr. district 
sales; G. E. Elden, small machinery sales; 
M. W. Garland, chief engineer. 


ED FRIEDRICH SALES CORP. 

Booths 754, 756, 758, 760 

YOU WILL SEE: New model OF8S automatic 
self defrosting frozen food open display 
refrigerator; model OVIIR open vegetable 
display refrigerator; model OCIOR open 
meat display refrigerator. 

YOU WILL MEET: H. S. Walker; P. H. Brin- 
koeten; J. A. Brinkoeten; Richard Pabst. 
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FRIGIDAIRE DIV., GENERAL 
MOTORS CORP. 
Booths 405, 407, 409, 411, 413 


YOU WILL SEE: An exhibit placing specific 
emphasis on the company’s expanded com- 
mercial refrigeration and air conditioning 
product lines. More than 400 separate prod- 
ucts currently make up these lines. Repre- 
sentative products displayed will include 
commercial reach-in cabinets, display cases, 
ice cream cabinets, frozen food cabinets, 
water coolers, commercial Meter-Miser 
compressors, open-type compressors, air 
conditioners, milk coolers, beverage coolers, 
forced-air cooling units, gravity-type cooling 
coils, ice makers and an electric dehumidi- 
fier. 

YOU WILL MEET: W. F. Switzer, commercial 
sales mgr.; Fred Lehman, assistant commer- 
cial sales mgr.; B. C. Wagner, commercial 
products sales mgr.; C. F. Wood, assistant 
mgr. in charge of air conditioning retail 
sales; J. H. Smith, commercial product ap- 
plication mgr.; E. J. Boyer, air conditioning 
retail sales; R. Woodward, commercial prod- 
uct application; William Winn, commercial 
product sales; Frank R. Rice, commercial 
sales mgr., N. Y. branch; A. B. McKinley, 
Jr., commercial sales mgr., Philadelphia dis- 
trict. 


GEM REFRIGERATOR CO. 
Booth 247 


YOU WILL SEE: New florist display refriger- 
ators with stainless steel exterior and floor, 
step type display, adjustable shelves, fluor- 
escent lighting, ball bearing sliding doors. 

YOU WILL MEET: Jacob Gruhler, president; 
Emil Gruhler, secretary; John P. Schmidt, 
special sales representative. 

SPECIAL EVENTS: Complete “line” display 
with flowers by local florist. 


GENERAL CONTROLS CO. 
Booths 717, 719 


YOU WILL SEE: New V-200 line of expansion 
valves; new L-59 series of pressure and 
temperature controls for refrigeration and 
air conditioning; new SY series of strainers; 
new magnetic stop valves for all refriger- 
ants; new wall thermostats. 

YOU WILL MEET: J. F. Ray, vice-president in 
charge of sales; B. L. Lerch, Chicago branch 
mgr.; H. Mallaney, Cleveland branch mgr.; 
J. Prutow, Cincinnati branch mgr.; J. R. 
Coleman, New York branch mgr.; C. C. 
Tischler, Pittsburgh branch mgr.; C. Le- 
Fevre, Philadelphia branch mgr.; R. L. 
Strongman, Boston branch megr.; R. C. 
Boehm, Birmingham branch mgr.; C. Mc- 
Carthy, Detroit branch mgr.; P. Palmgren, 
Buffalo branch mgr. 


GENERAL ELECTRIC CO., AIR 
CONDITIONING DEPT. 
Booths 651, 653, 655, 657 


YOU WILL SEE: An exhibit set up as a typical 
G-E parts depot, simulating actual opera- 
tion; purpose of exhibit is to explain and 
demonstrate products and services available 
at some 60 parts depots established by G-E 
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throughout nation; exhibit also will feature 
G-E hermetically sealed condensing units 
for use by refrigerated fixture manufactur- 
ers. 

YOU WILL MEET: J. D. Hoffman, manager of 
direct sales; W. F. Benoit, sales manager, 
manufacturer sales; L. E. Thompson, mgr. 
parts sales and product service; J. L. Roth, 
sales mgr., parts sales and product service. 


GENERAL REFRIGERATION DIV., 
YATES AMERICAN MACHINE 
co. 

Booth 616 


YOU WILL SEE: New 1950 5-hp package air 
conditioner; new 1950 3-hp residence air 
conditioner; 1-hp condensing unit. 

YOU WILL MEET: K. C. Goodrich, sales mgr.; 
C. J. Holman, assistant sales mgr.; C. H. 
Smith, eastern district sales mgr.; C. W. 
Gaebel, central district sales mgr. 


L. H. GILMER CO. 
Booth 622 


YOU WILL SEE: New vibration pad for 
mounting commercial units; V-belts in 
standard and special light-duty sizes and an 
assortment of most-needed belts with mer- 
chandising aids; sheaves for light-duty 
drives; wire extension cords; spool wire for 
use on refrigerators, coolers compressors, 
pumps; purging hose; air or welding hose; 
friction or rubber tape. 

YOU WILL MEET: H. B. Allison, sales mgr.; 
E. F. Wood, assistant sales mgr.; H. W. 
Weihenmayer, advertising mgr.; J. W. Pitt, 
assistant to sales mgr.; W. H. Taylor, R. E. 
Bruce, L. V. Clifford, T. E. Smith, H. K. 
Reed, district mgrs.; E. R. Evans, C. G. But- 
ler, D. J. Ganley, salesmen. 


L. F. GRAMMES & SONS, INC. 
Booth D 


YOU WILL SEE: Display of name plates, 
bezels, escutcheons, decorative trim, stamp- 
ings, wire formings, and sales promotional 
articles, all made of metal; featured will 
be a “beverage dispenser” manufactured for 
soda fountain trade. 

YOU WILL MEET: Robert Lamont, vice presi- 
dent; Mark Seibert, advertising mgr.; Rob- 
ert W. Weindel and Robert J. Craven, sales 
representatives. 


GRAND RAPIDS BRASS CO. 
Booths 712, 714 


YOU WILL SEE: New modern design mechan- 
ism for low temperature cabinets; complete 
line of commercial refrigerator hardware; 
nameplates and trim parts for domestic 
cabinets. 

YOU WILL MEET: Herman E. Pleasant, pres- 
ident; John Lacks, sales mgr.; David Rals- 
ton, contract sales; W. B. Jones, commercial 
sales; Otto M. Wenk, representative. 


W. A. HAMMOND DRIERITE CO. 
Booth 808 


YOU WILL SEE: Drierite, a chemical drying 
agent, in various forms. 

YOU WILL MEET: Dr. W. A. Hammond, pro- 
prietor. 


HARTFORD MACHINE SCREW 


co. 

Booth 811 

YOU WILL SEE: New Shomatic safety liquid 
level gauge, self-contained unit, spring ap- 
plied ball checks, closes with a positive ac- 
tion if the gauge glass is broken. 

YOU WILL MEET: John M. Martin, sales mgr. 
Showmatic division. 


HAVERLY ELECTRIC CO., INC. 
Booth 654 


YOU WILL SEE: New Haverly all copper in- 
terior “Sweet Water Chilling Unit”; new 
Haverly 4-inch cork wall milk cooler, fea- 
turing floating ice at cream line for more 
efficient cooling. 

YOU WILL MEET: C. U. Haverly, Sr.; C. U. 
Haverly, Jr. 


PLAN 12TH RSES CONVENTION 


Arrangements for the 12th annual convention of Refrigeration Service Engineers 
Society are in the hands of the men pictured here. They are (left to right) Bob Kear- 
ney, secretary of the Garden State chapter, co-hosts; Jim McCue, Boston, chairman of 
the entertainment committee; Charlie Harris, Boston, international RSES president; 
Whit Freeman, Newark, general conference chairman; and Bill Tierney, Worcester, 


Mass., international director. 
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HEAT-X-CHANGER CO., INC. 
Booths 638, 640 


YOU WILL SEE: New combination air and 
water cooled condenser; new water cooled 
condenser (both with cleanable tubes) ; 
water coolers, beer coolers; soda fountain 
coolers; heat exchangers. 


YOU WILL MEET: Cecil Boling; George J. 
Finck; E. R. Ramsey; C. L. Babin; J. A. Mul- 
cahey; J. K. Campbell; H. |. Schmidt; H. P. 
Peterson; F. C. Hawk; C. Hill; R. A. Chad- 
burn; L. G. Garnsey; Edward Stevenson; 
William J. Donovan. 


HEDEMAN PRODUCTS, INC. 
Booth 641 


YOU WILL SEE: New beverage dispensing 
equipment; former models of beverage dis- 
pensing equipment. 

YOU WILL MEET: Alexander Hedeman, pres- 
ident; Robert M. Hedeman, vice president; 
L. J. Amendola, assistant to the president; 
John Plath, sales mgr. 


HENRY VALVE CO. 
Booths 215, 217, 219 


YOU WILL SEE: New type 545 diaphragm re- 
lief valve with built-in replaceable ruptured 
disc. 


HOLSCLAW BROS., INC. 
Booth 107 


YOU WILL SEE: Handy tube bender for bend- 
ing all types of tubing and pipe. 

YOU WILL MEET: C. H. Holsclaw, president; 
Bill Miller, mgr. of sales. 


HUBBELL CORP. 
Booth 502 


YOU WILL SEE: New regulators, solenoid 
valves, strainers demonstrated with cut- 
aways; new water cooling unit in operation 
with modulating regulator to show possi- 
bilities of this type of control; back pres- 
sure regulators, solenoid valves, and strain- 


ers. 

YOU WILL MEET: Chas J. Heinzelman, pres- 
ident; E. B. La Plante, secretary, general 
mer. 


HUPP CORP. 
Booth 803 


YOU WILL SEE: New Merchanticer portable, 
low-cost, low-temperature, refrigerated dis- 
play cabinet for frosted foods and ice 
cream; 1950 model console-cup cold drink 
machine, cup-vending machine for carbon- 
ated beverages. 
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REGISTRATION — When, Where, How 


EGISTRATION at the Sixth All-Industry Refrig- 

eration and Air Conditioning Exposition will be 
quick and painless, thanks to careful plans laid by the 
Show management. 

“This is strictly a trade show,” says W. Vernon 
Brumbaugh, executive secretary of the Refrigeration 
Equipment Manufacturers Association, sponsor of the 
Show, “and we want the maximum number of inter- 
ested people to see it. 

“We realize that registration is necessary for every- 
one who visits the Exposition and we intend to make 
it easy for them.” 

Registration desks will be placed in the lobby of the 
Atlantic City Auditorium and will be open every day 
from 9 a.m. until the close of the Show. 

All that is necessary in order to register is to fill out 
a simple card showing name, address and business 
connection of the one registering, and he or she will 
immediately receive a registration badge which admits 
him to the Auditorium during Show hours. 

Members of the Refrigeration Service Engineers 
Society may register at that organization’s own con- 
vention headquarters in the Ambassador Hotel. They 
will then be given a registration badge and will not 


need to re-register at the Auditorium. 

Members of the Refrigeration Equipment Whole- 
salers Association with headquarters at the Claridge 
Hotel, may likewise register at their own headquarters, 
if more convenient, and the registration badge which 
they receive will be accepted for admission without 
re-registration at the Auditorium. 

Many exhibitors will be in Atlantic City several days 
in advance of the Exposition in order to set up their 
exhibits, and for their convenience as well as for the 
convenience of advance visitors, the registration head- 
quarters in the lobby of the Auditorium will be open 
from 9 a.m. to 6 p.m. on Saturday and Sunday, Novem- 
ber 12 and 13, preceding the Show. 

Advance registration on these two pre-Show dates 
will speed up admission. Registration badges will be 
necessary to gain admittance to the big All-Industry 
Revue on Monday night. 

Only refrigeration service engineers, dealers and 
contractors will be admitted to the Exposition on the 
first day, Monday, November 14, but everyone who 
possibly can is urged to register on Monday in order 
to secure admission to the big attraction, the 6th All- 
Industry All-Star Revue on Monday night. 


YOU WILL MEET: R. S. Geddes, president; 
Don H. Gearheart, vice president; D. E. 
Lawson, director of research; John O. 
Young, Jr., market counselling director; 
Paul A. Hunker, sales mgr. commercial re- 
frigeration; W. R. Moll, chief engineer; R. 
E. Dyas, service engineer; John S. Sloan, ad- 
vertising mgr. 


IDEAL COOLER CORP. 
Booths 703, 705 


YOU WILL SEE: New model 3T-W6 restau- 
rant refrigerator, combination bottle bever- 
age cooler with drinking water cooler and 
station; new model SDR-F2 standard direct 
draw draft beer cooler with frosted glass 
refrigerator; model GA-P8 beverage cooler; 
Model DDR-2SC ideal instantaneous draft 
beer cooler. 

YOU WILL MEET: Louis Weiss, president; 
Max Uhl, plant supt.; Harry E. Creighton, 
secretary. 


IMPERIAL BRASS MFG. CO. 
Booths 516, 518, 520 


YOU WILL SEE: New Rol-Air flaring tool, 
flares and burnishes tubing; new gear type 
tube benders; new improved charging and 
testing unit; DiaSeal valves; triple-seal 
flared tube fittings; tube cutters; flaring 
tools; tube benders; liquid indicators; floats; 
charging and testing equipment. 

YOU WILL MEET: C. H. Benson, assistant 
vice president; E. F. Todd, advertising mgr.; 
T. A. Byrnes; K. Waugh; R. H. Burk; A. 
Mitchell; L. Melear; F. Wilson; M. Mitchell. 


INDUSTRIAL DEVICES, INC. 
Booth 228 


YOU WILL SEE: New Mini-Amp current in- 
dicator model 720; new Mini-Amp model 


810; new Volt-Amp tester model 900; 
Mini-Volt voltmeter model 410A; Mini-Volt 
voltmeter model 400B; Handi-Glow safety- 
test light; Electro-Glow switch plate; Tiny- 
Glow pilot light; Hi-Volt voltmeter; EMT 
snap-on straps. 

YOU WILL MEET: N. J. Seiden, sales mgr.; 
L. W. Cohen, merchandising megr.; 
Scholl, research dept. 


JARROW PRODUCTS 
Booth 302 


YOU WILL SEE: New Speed Angle corner 
cutters; new heavy duty sponge seal with 
heavy neoprene outer jacket; new heavy 
duty sponge seal with molded sponge coat- 
ing; new all-rubber gaskets not previously 
shown; all types of domestic and commercial 
refrigerator and freezer door gaskets; mold- 
ed, extruded and sponge rubber refrigerator 
parts; Speed Angle charging hoses. 


YOU WILL MEET: Harry W. Jarrow; Stanley 
L. Jarrow; Myles A. Jarrow; Richard Nosek. 


JEWETT REFRIGERATOR CO., 
INC. 


Booth 214 


YOU WILL SEE: New Jewett Bevador; New 
Jewett Roto-Serv. 
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YOU WILL MEET: Edgar B. Jewett 3rd; Jes- 
se Josey. 


JORDON REFRIGERATOR CO.., 
INC. 


Booths 722, 724, 821, 823 


YOU WILL SEE: More than a dozen new 
models displayed, including new three-shelf 
dairy case, new open self-service meat 
case, new open self-service frozen food 
cabinet, new counter top display cases, 
stainless steel reach-ins, sliding-door frozen 
food merchandisers, under-bar beverage 
coolers, double-duty display cases, two- 
temp reach-in units, standard reach-in re- 
frigerators, and special equipment. 

YOU WILL MEET: Frank Fogel, president; 
Harry Fogel, vice president; Robert J. Duf- 
fy, sales mgr.; Alfred Levin, advertising & 
sales promotion mgr.; John E. Mack, sales 
division; other sales personnel. 


KASON HARDWARE CORP. 
Booth 328 


YOU WILL SEE: New 1950 line of hardware 
for reach-in refrigerators, display cases, 
walk-in coolers, and super-freezers; stand- 
ard line of refrigeration hardware. 


YOU WILL MEET: A. Sonabend, president; 
A. J. Katz, vice president and general mgr.; 
P. Skolnick, secretary; A. Banker, assistant 
sales mgr.; M. Markowitz, eastern sales 
representative. 


KENMORE MACHINE 
PRODUCTS, INC. 
Booth 205 


YOU WILL SEE: Liquid line strainers; low- 
Continued on page 62 
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FIVE INDUSTRY GROUPS 


Refrigeration Equipment Wholesalers Association 


EFRIGERATION Equipment 

Wholesalers Association will 
limit its show-time activities to a 
minimum so that the organization’s 
members will be free to devote prac- 
tically all of their time to looking 
over the exhibits and contacting 
manufacturers, according to H. S. 
McCloud, executive secretary. 

In furtherance of this idea, REWA 
will jump the gun on the Show proper 
by holding the meeting of its board 
of directors all day Sunday, Novem- 
ber 13. Balance of the group’s busi- 
ness sessions will be conducted on 
Monday, November 14, a day when 
wholesalers are barred from the Ex- 
hibit itself. 

Registration of REWA members 
will take place from 9 a.m. to 12 noon 


on that day, culminating in the 


Headquarters — Claridge Hotel 


wholesalers’ “get together” luncheon 
at 12:30 p.m. in the Ocean Dining 
Room of the Claridge. The associa- 
tion’s 15th annual meeting will com- 
mence at 2 p.m. and continue until 5 
p.m. in Trimble Hall. 

This year’s annual meeting will 
consist entirely of association busi- 
ness and there will be no outside 
speakers. The meeting will include 
reports of officers and standing com- 
mittee and the election of directors. 

Four REWA regions have new di- 
rectors to be elected at this meeting. 
Two of the present directors have 
been nominated to succeed them- 
selves—George J. Roche (Roche & 
Hull, Inc., Baltimore, Md.) in region 
No. 3, and J. P. Glass (Chase Refrig- 
eration Supply Co., Chicago, Ill.) in 
region No. 6. Region No. 5 has nom- 


inated N. K. Mason (Mason Supply 
Co., Columbus, Ohio) to succeed H. 
W. Holt (Orr, Inc., Pittsburgh, Pa.) , 
and region No. 9 has nominated 
Merle F. Stutzman (Refrigeration 
Supplies Distributor, Los Angeles, 
Calif.) to succeed N. W. Edwards 
(Refrigerating & Power Specialties 
Co., San Francisco, Calif.) . 

Chief social event on the REWA 
docket, the annual banquet and dance, 
will be held in Trimble Hall at 7:30 
p-m. Tuesday, November 15, so as 
not to conflict with the REMA-spon- 
sored all-star show slated for Monday 
night. 

REWA will maintain a booth—No. 
834—at the All-Industry Show, which 
will be set up for the convenience of 
wholesalers and from which will be 
distributed literature and novelties. 


Air Conditioning and Refrigerating Machinery Association 
Headquarters — Chal fonte-Haddon Hall Hotel 


A= Conditioning & Refrigerating 
Machinery Association will hold 
a meeting of its board of directors 
and also meetings of some of its prod- 
uct sections in conjunction with the 
All-Industry Show, reports William 
B. Henderson, executive vice presi- 
dent of that organization. 


The ACRMA program will start off 


on Monday, November 14, with a 
meeting of the group’s small com- 
pressor and condensing unit section. 

The following day, Tuesday, No- 
vember 15, will be devoted to two 
joint product section meetings. The 
first of these will be between the room 
air conditioner section and the self- 
contained air conditioner section; the 


second will be between the large com- 
pressor and condensing unit section 
and the central station air condition- 
ing and refrigeration equipment sec- 
tion. 

The meeting of ACRMA’s board of 
directors scheduled for Wednesday, 
November 16, will conclude the asso- 
ciation’s activities for the Show. 


National Commercial Refrigerator Sales Association 


Headquarters — Ambassador Hotel 


_ of top-flight importance 
to commercial refrigerator dis- 
tributors and dealers are the 
agenda of Commercial Refrigerator 
Sales Association’s meetings during 
the All-Industry Show period. 

Principal NCRSA meeting is sched- 
uled for the afternoon of Tuesday, 
Nov. 15, but directors of the asso- 
ciation will meet at 2 p.m. on Mon- 
day, Nov. 14, in a preliminary ses- 
sion. 

Registration of members will begin 


on 


at 9:30 a.m. Nov. 15, with the annual 
meeting of the organization scheduled 
to open at 10 a.m. 

Panel discussions will feature the 
annual meeting. As we went to press, 
names of speakers and panel discus- 
sion leaders had not been determined, 
but subjects to be discussed include: 

1. “The Future of Refrigeration 
Dealerships”. 

2. “Refrigerator Industry Evils 
and Dealer Grievances”; what they 
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are and how they may be alleviated; 
a discussion of the program NCRSA 
can develop and promote to raise the 
standards of the industry and in- 
crease dealer profits. 

3. “Direct Sales by Manufacturers 
at Dealer Prices”; a two-sided prob- 
lem, both sides of which will be con- 
sidered. 

4. How to Organize NCRSA local 
Dealer Groups for Mutual Welfare, 
and to Reduce Unfair Trade Prac- 

Continued on page 91 
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HOLD MEETINGS AT SHOW 


Refrigeration and Air Conditioning Contractors Association 


: 
: 


LL annual business and conven- 

tion activities of the Refrigera- 
tion & Air Conditioning Contractors 
Association (formerly NARC) will 
be executed in a two-day meeting 
Sunday and Monday, November 13 
and 14, which will constitute that or- 
ganization’s 4th annual convention. 
Hotel Ambassador will be official 
headquarters for all activities. 

The entire first day (Sunday) will 
be devoted to general business meet- 
ings, highlighted by a luncheon be- 
tween morning and afternoon ses- 
sions, with an outstanding speaker 
and counsel from the Federal Trade 
Commission at Washington, D. C., 
Robert B. Dawkins. He will speak on 
“Antitrust Laws Concerning Access 
to Market”, and his talk will include 
a discussion of agreements and prac- 
tices which are of an exclusive deal- 
ing or tying-contract nature and tend 
to exclude others from a market or 
markets. 

Keeping in mind two items of ut- 
most importance to every refrigera- 


tion and air conditioning contractor, 
the general meetings have been de- 
signed to stress the importance of 
correct and carefully planned mer- 
chandising methods, and the art of 
effective salesmanship. 

Monday will be devoted to the an- 
nual business of the association, with 
reports from the officers, directors 
and committees, and the annual elec- 
tion of directors and officers. The 
board of directors will meet at lunch- 
eon on this day also for a round-table 
discussion of future activities. 

Members’ meetings will adjourn in 
ample time to permit them to attend 
the opening of the All-Industry Expo- 
sition at 1 p.m. on Monday, Novem- 
ber 14th. This is the day on which at- 
tendance at the Show will be restrict- 
ed exclusively to refrigeration and air 
conditioning contractors and service 
engineers. 

Here is the way the RACCA pro- 
gram lines up in sequence: 

Registration will be taken care of 


from 12 noon until 8 p.m. Saturday,.s:- 


Headquarters — Ambassador Hotel 


November 12, so as to clear the way 
for a full day of meetings and discus- 
sions on Sunday. 

The Sunday session, which will be 
open to anyone who is interested, will 
lead off with a welcome to Atlantic 
City and then an outline of RACCA 
activities by program chairman War- 
ren W. Farr of Cleveland, Ohio. The 
president’s address by H. E. Wheeler 
of Chicago, IIl., will precede an an- 
nouncement of convention commit- 
tees and the introduction of commit- 
tee chairmen. 

First talk on the program will be 
“Return To Salesmanship” by Harry 
M. Bowser, education department, 
Thomas A. Edison, Inc., West Orange, 
N. J. Second address will be on “Air 
Conditioning Imagineering” by C. S. 
Stackpole, vice president and general 
sales manager, Airtemp Div., Chrys- 
ler Corp., Dayton, Ohio. Each talk 
will be followed by a discussion pe- 
riod. 


After a raffle of door prizes, the 
Continued on page 90 


Refrigeration Service Engineers Society 


Headquarters — Ambassador Hotel 


IKE most of the other trade asso- 
ciations holding meetings in con- 
junction with the 6th All-Industry 
Refrigeration and Air-Conditioning 
Exposition, the Refrigeration Service 
Engineers Society will get off to an 
early start by scheduling the registra- 
tion for its 12th annual convention 
for the morning of Sunday, Novem- 
ber 13. The convention itself will for- 
mally open at 1 p.m. Sunday. 
Business of the association will oc- 
cupy most of the afternoon, conclud- 
ing with an educational feature. Fur- 
ther sessions of the educational pro- 
gram will run from 9 a.m. to 12:30 
p-m. on the following Monday, Tues- 
day and Wednesday, so that ample 
opportunity will be allowed for com- 
plete inspection of Show exhibits. 
International educational director 


Paul Reed is arranging a program 
built around actual demonstrations, 
rather than mere presentations of 
papers. 

Included among the subjects that 
will be discussed and demonstrated 
by prominent industry authorities are 
the following subjects: 

Soft Soldering—Demonstration of 
soldering pipe and fittings—Paul 
Domke, sales engineer, Mueller Brass 
Co., Port Huron, Mich. 

Ultra Violet Light—Demonstration 
of lights to preserve food and find re- 
frigerant leaks as well as other uses— 
L. Goodson, Ultra Violet Ray Prod- 
ucts Co., Los Angeles, Calif. 

The Underwriters Label and the 
Service Engineer—Demonstration of 
what the UL label means to the serv- 
ice engineer and how both can help 
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each other—E. F. Tabisz, Engineer, 
Underwriters Laboratories, Chicago, 
Ill. 

Testing and Repairing Hermetic 
Units—Demonstration of how to test 
hermetic units and what repairs can 
effectively be made in the field—Em- 
mett Williams, president, Airserco 
Mfg. Co., Pittsburgh, Pa. 

Field Motor Service—Symposium 
of motor troubles, with a demonstra- 
tion and motor problems answered 
by an expert—B. L. Britt, service 
manager, Wagner Electric Corp., St. 
Louis, Mo. 

The Money End of the Service 
Business—Sound advice of a finan- 
cier on how to organize, and manage 
a sales and service business to make 
money—Edward Fogel, financial 

Continued on page 90 





YOUR GUIDE TO SHOW BOOTHS 


COMPANY BOOTH NO. 


Ace Cabinet Corp. ... .321, 323, 325 & 327 
Acme Industries, Inc. ..... 742, 744 & 746 
Acme National Refrigeration 

le ee ne aa ..625 & 627 
I a in on bua ttn sae pm eae 443 
Air Conditioning & 

Refrigeration News 208, 210 & 212 
Airserco Mfg. Co., Inc. ‘sone cmt 
Ajax Corp. of America .. 
Alco Valve Co. 
Allin Mfg. Co. ....... 
Alter Co., Harry 
Aluminum Co. of America 
American Automatic Ice 

Ta 5 nang » 0's 4:0 cee 
American Brass Co. .. ....126 & 728 
American Refrigeration Corp. . .301, 303 & | 
American Society of 

Refrigeration Engineers ... 838 & 840 
Aminco Refrigeration Products Co. .... 304 
Ansul Chemical Co. .......235, 237 & 239 
Arcade Mfg. Div. of 

Rockwell Mfg. Co. . 
Armstrong Co., Richard M. .. 
Automatic Products Co. ....2 


K&L 
748, 750 & 752 


Baker Refrigeration Corp . .530 & 532 
Bally Case & Cooler 

Co. ......142, 144, 146, 241, 243 & 245 
Baltimore Aircoil Co., Inc. ......330 & 332 
Bell & Gossett Co. 449, 451 
Betz Corp. ee 343 
Binks Mfg. Co. 231 
Bishop Co., R. H. , 747 
Black, Sivalls & Bryson, Inc. .......... 
Bonney Forge & Tool Works .. 
Brewer-Titchener Corp.— 

Crandal-Stone Div. ......... 
Brunner Mfg. Co. .434, 436, 
Bundy Tubing Co. .... gua 
Bush Mfg. Co. ... 221, 223, 
Butcher Boy Cold Storage 

Door Co. . 


Carrier Corp. . 730, 732, 
Century Electric Co. 
Chicago Seal Co. ; 
Coldin Cabinet Co., Inc. 
Cold Products Co. 
Commercial Refrigeration & Air 
Conditioning Magazine 
Coolstream Corp. ... 
Copeland Refrigeration Corp. 
.123, 125, 127, 129, 131, 133, 
Cornelius Co. ... 
Crosley Div. —Aveo Mfg. 
| 851, 853, 855, 
Curtis Refrigerating Machine 
Div. 402, 404, 406, 501, 
Cutler-Hammer, Inc. 


658 


Davison Chemical Corp. oie 
Day & Night Div. ...... .702 & 704 
Dayton Rubber Co. , 224 & 226 
Dean Products, Inc. cent 
ER os chicavsbace wen’ 860 
Detroit Air Conditioning Institute ..... 652 
Detroit Lubricator Co. .353, 355, 357 & 359 
Dole Refrigerating Co. .....513, 515 & 517 
du Pont de Nemours & Co., 

D RRS sheen ee 646, 


Ebco Mfg. Co. 

Electric Auto-Lite Co. .. 

Electricmatic Co., Div. of 
a ee, ....ocecaksees 255 

I eee 334 & 336 

Eston Chemicals, Inc. ...... + is eee 419 

RS IR, bce ssvcceccows 329 & 331 


52 


648 & 650 


, 642 & 741 
. 548 


COMPANY BOOTH NO. 
Fedders-Quigan Corp. .601, 603, 605 & 607 
Federal Refrigerator Mfg. Co. ...708 & 710 
ee ED BE oss cc cnecwscce 101 
Fresh’nd-Aire Co., Div. of 

ee non od cope kha no's 624 


Friedrich Sales Corp., 

Ed 754, 756, 758 & 760 
Frigidaire Div.— 

| 405, 407, 409, 411 & 413 


Fogel i? eg Co. .547, 549, 551 & = 


Frick Co., 


Sl RR errr ree 802 & - 


Gem Refrigerator Co., Inc. 
General Controls Co. 
General Electric Co., 

CE oo 5.0 2io 50060 445 & 447 


Air 
. 651, 653, 655 & 657 
622 


aa eee teen 717 & 719 


General Electric Co., 
a Dept. 

Gilmer Co., L 

Grammes & Sons, ‘Inc., . F. 

Grand Rapids Brass Co. sons waste 712 & 714 


Halstead & Mitchell 

Hammond Drierite Co., 

Hartford Machine Screw Co., 
Shomatic Div. 

Haverly Electric Co., 

Heating and Ventilating 

Heat-X-Changer Co., Inc. 

Hedeman Preducts, Inc. 

Henry Valve Co. 

Highside Chemicals Co. 

Holsclaw Bros., 

Hubbell Corp. 

a So a ask 6.0 hk 803 

Hussman Refrigeration, Inc. ........... 829 


i aracelets siren anal 654 
...703 & 705 
, 518 & 520 


Ice-O-Magic Corp. 
Ideal Cooler Corp. .. 
Imperial Brass Mfg. Co. 
Industrial Devices, Inc. 


Jamison Cold Storage Door Co. .. 
Jarrow Products 
Jewett Refrigerator Co., | 
Jordon Refrigerator Co., 
PE ea ee 722, 724, 821 & 823 


Kason Hardware Corp. ............... 328 
Kenmore Machine Products, Inc. ...... 205 
Kennard Corp. . , 258 & 260 
Kerotest Mfg. Co. 102 & 104 
Kinetic Chemicals, Inc. 618 & 620 
Koch Refrigerators 350 & 352 
Kold-Hold Mfg. Co. , 324 & 326 
Kramer Trenton Co. ...613, 615, 617 & 619 


wiehied 347, 349 & 351 
412 & 414 


La Crosse Cooler Co. 

Larkin Coils 

Lees Div. of The Serrick 
Corp., John 

Lehigh Mfg. Co. ..... 

Lewin-Mathes Co. 

Linde Air Products Co. 

Libbey-Owens-Ford Glass Co. ...825 & 827 

Liquid Freeze Corp. 807 & 809 

Little Giant Vaporizer Co., ‘xc 114 

Loudon Sales, Inc. . a 

RE ES. wctcvoeassdeds 216, 218 & 220 


RN, vin cee 633 & 635 
McCray Refrigerator Co. ........ 433 & 435 
McIntire Connector Co. ....521, 523 & 525 
_ & SSNS seep peeps 128, 130, = 
Magnus Co., Edward R. .............. 725 
Marlo Coil Co. «ata 305, 307, 309 & au 


, 318 & 320 
103 & 105 
257 & 259 


COMPANY BOOTH NO. 
Marsh Corp., Jas. P. ...... 249, 251 & 253 
Merchant & Evans Co. 701 
Metals & Controls Corp.—Spencer 

Thermostat Div. ......... 427, 429 & 431 
Mills Industries, Inc. ........... 634 & 636 
Mitchell Mfg. Co. ...... 143, 145, 147, 149 
Mueller Brass Co. .............. 157 & 159 


Nash-Kelvinator Corp.—Kelvinator 
Div. ....716, 718, 720, 815, 817 & 819 
National Commercial Refrigerator 
Sales Association 
Nevinger Mfg. Co., 
Nickerson & Collins Co. 


Qwen & Co., Edward 


Pacific Lumber Co. 
Paragon Electric Co. ..... 
Patterson-Kelley Co., Inc. 
Penn Electric Switch Co. 
Phillips & Co., H. A. 


CONFERENCE 
BOOTHS 


CONFERENCE 
BOOTHS 
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COMPANY 
Pinnacle Equipment 
MR etetves css’ s 106, 108, 110 & 112 
609 


BOOTH NO. 


rp. 
Polar Hardware Co. 
Quiet-Heet Mfg. Co. 


aa eee er > 626 & 628 
Redmond Co., Inc. ............. 333 & 335 
Refrigerated Equipment Sales Corp. .... 213 
Refrigeration Appliances, Inc. ...552 & 554 
Refrigeration & Air Conditioning 

Contractors Association 
Refrigeration Engineering, 

ON oy ie E ene ark ws 111, 113, 
Refrigeration Equipment 

Manufacturers Association .. 
Refrigeration Equipment 

Wholesalers Association 
Refrigeration Industry Safety 

Advisory Committee 
Refrigeration Service 

Engineers Society 8 
= a ee 727 & 729 
Remington Air Conditioning 

Div. of Remington Corp. 
Resistoflex Corp. J 
RS ey 05 mis De 3b beue we 542 
Rome-Turney Radiator Co. ............ 248 
STI, Siarcc e's «ans cee see cis 519 


Scovill Mfg. Co. 
3 ae 456, 458, 555 & is? 


115 & 117 
. 830 & 832 


COMPANY 
EES 6 onan 60 chauedhande 813 
Ee ee Ee aera 207 & 4 
Snap-On Tools Corp. 

Southern Air Cond. & 

Refrig. Journal 733 
Sporlan Valve Co. ......... 315, 317 & 319 
Stainless Food Equipment 

GR oak ch iedcaares 154, 156, 158 & 160 
Standard a ee 630 & 632 
Steinhorst & Sons, Inc., 

Emil 835, 837 & 839 
Sterling Air Conditioning Corp. ........ 109 
Sub Zero Freezer Co., Inc. . .250, 252 & 254 
OO MPM cca ssnw scone 541, 543 & 545 
Superior Valve & Fittings Co. ...415 & 417 
Super-Cold Corp. .............. 643 & 645 
ee WE, Ss NE ko eos cc cespeacs 755 


ES 5555 0% 5 +0 sania 211 
Tecumseh Products Co. ....202, 204 & 206 
Temprite Products Corp. ...610, 612 & 614 
Tenney Engineering, Inc. ....... 338 & 340 
2 ee Saree 757 & 759 
Thompson Machine & Supply 


Co., Emery 
Traulsen & Co., Inc. ..810, 812, 814 & 816 
Tyler Fixture Corp. ...533, 535, 537 & 539 
Typhoon Air Conditioning 


Re ee 306, 308, 310 & 312 


Ultra-Violet Products, Inc. ........... 527 
United Friguator Engineers 


BOOTH NO. 


COMPANY BOOTH NO. 
United Mfg. & Service Co. ........... 506 
United Refrigerator Co. 

230, 232, 234, 236, 238 & 240 
United States Air 
138 & 140 


Conditioning Corporation 
Universal Cooler Div. of 

Newport Steel Corp. ....602, 604 & 606 
Victor Products Corp. ........ E,F,G&H 
Victory Metal Mfg. 

Me rc as 534, 536, 538 & oe 
Viking Copper Tube Co. 
Virginia Smelting Co. .......... 556 & 358 


Wabash Mfg. Co. ..... ....450, 452 & 454 
Wagner Electric Corp. ......... 342 & 344 
Wagner Tool & Supply Corp. ...738 & 740 
Walton Laboratories, Inc. ..421, 423 & 425 
Weatherhead Co. ......... 507, 509 & 511 
—o Electric 
Sg Re I eee ps 508, 510 & 512 

White. Rodgers Electric Co. .735, 737 & bo 
Whiting Corp. 
Wilson Cabinet Co., 

Edy aksha news d 522, 524, = & 623 
Wolverine Tube Div. 1& 


Yates-American Machine Co. 
General Refrigeration Div. 
York Corp. 


Zero Mfg. Co., | 


ee 616 


Bis xonteoieekew 751 & 753 


CONFERENCE CONFERENCE 
BOOTHS BQOTHS 
2 644 | 842 | 840A 820A o 618 


8i6 814 8i2 610 808 ~~ 804 802 


615 615 an | ll 607 605 603 60! 


650 6468 646 


ENTRANCE 


240 238 


141 TIZ9A] 139 | 137 135 133 127) «6125 123] 121 tuea Tne 
CONFERENCE CONFERENCE 
BOOTHS OOTHS 
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VISIT WAGNER AT THE ALL INDUSTRY EXPOSITION - ATLANTIC CITY NOV. 14-18 


54 


choose a Wagner Motor 


Wagner Capacitor-start Motor 


For applications where start- 
ing loads are fairly heavy, 
but which can be brought up 
to operating speed quickly. 


for long life, dependability and nationwide service 


Many manufacturers have powered their ma- 
chines and appliances with Wagner Motors 
because of their proven reputation for long life 
and dependability ...and because they know the 
importance of being able to provide immediate 
motor service when needed. 

You can add a real selling point to your product 
by choosing Wagner Motors, too, and you'll 
save time, money, and worry because: 

1. Wagner Motors are backed by a liberal warranty. 


2. They are available in a wide range of types and 
sizes for every application. 


3. Improved engineering features assure long life and 
efficient operation. 


4. They are immediately available from Wagner 
Branches in all principal cities. 

5. More than 450 Wagner Authorized Service Stations 
and Parts Distributors plus 25 Wagner-owned Service 
Branches provide on-the-spot service, replacement 
motors, or genuine repair parts. 

Regardless of what your motor requirements 
may be, Wagner can furnish a motor to fit your 
need. Bulletins on the complete line of Wagner 
Motors will be sent on request. 


Wagner Electric Grporation 


6442 PLYMOUTH AVE., ST. LOUIS 14, MO., U. S. A. 


Consult Wagner Engineers on all Electric Motor Problems 


© ELECTRIC MOTORS « TRANSFORMERS + INDUSTRIAL BRAKES * AUTOMOTIVE BRAKE PRODUCTS 


BOOTHS 342-344 
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LONERGAN MFG. CO. 
BUYS REFRIGERATION 
CORP. OF AMERICA 


Acquisition of Refriger- 
ation Corp. of America by 
Lonergan Mfg. Co. of Al- 
bion, Mich., major producer 
of space heaters and bev- 
erage coolers, has been an- 
nounced by Ray Legg, 
president of the former 
firm. 

Transfer to Albion of key 
engineering and manufac- 
turing personnel has al- 
ready taken place. Ship- 
ment of the 1950 line of 
“Frigid-Freeze”’ ice cream 
cabinets is scheduled for 
December. 

“Expanded engineering 
and manufacturing facili- 
ties will provide improve- 
ment in service to the ice 
cream industry,” declares 
Legg, who continues as 
president and general man- 
ager of Refrigeration Corp. 
of America, and is current- 
ly serving as chairman of 
the Ice Cream Cabinet 
Manufacturers Association 
Section of ACRMA. 


NEW CONDENSER 
FIRM ORGANIZED 


Announcement has been 
made by Philip Greenspan, 
president, of the organiza- 
tion of a new company, 
Planet Mfg. Corp., to manu- 
facture high quality dry 
electrolytic condensers. 

Other corporation officers 
are: George F. Jephson, 
vice president in charge of 
sales; Irving A. Greenfield, 
treasurer; Josef Unger, sec- 
retary. All of the above 
named were formerly con- 
nected with Solar Mfg. 
Corp. 

Planet Mfg. Corp. will 
occupy a modern fire-resist- 
ant building located at 225 
Belleville Ave., Bloomfield, 
N. J. This location, accord- 
ing to Greenspan, offers 
ideal conditions for the 
manufacture of electrolytic 
condensers, as the subur- 
ban air is comparatively 
clean and free from dust 
and soot characteristic of 
more concentrated indus- 
trial locations. 


Marlo Coil Co.’s plans for expansion are indicated in this aerial photo 
which shows the company’s modern St. Louis plant and the adjacent 
area (bordered by dotted line) which the company has just purchased 
for construction of its second major plant expansion since the end 


of the war. 


One-half acre of the new area will be devoted to in- 


creased production facilities, while the other half will be used for 


warehouse space. 


BAKER CONSOLIDATES 
ALL OPERATIONS AT 
PLANTS IN MAINE 


Plans for the consolida- 
tion of all manufacturing 
facilities of Baker Refrig- 
eration Corp. at its eastern 
division, located at South 
Windham, Me., have been 
announced by T. S. Pender- 
gast, president. 

Pendergast states: 
“These plans follow a long- 
range program, started in 
1947, designed to place the 
company in a strong com- 
petitive position in the air 
conditioning and refriger- 
ation fields. The first step 
was the purchase of a plant 
at South Windham, Me., 
within the Greater Port- 
land industrial area with 
its ample transportation fa- 
cilities to domestic and 
foreign markets. 

“The company § trans- 
ferred its general offices 
and certain manufacturing 
operations from its plant at 
Omaha, Nebraska, and was 
able immediately to broad- 
en its line of refrigeration 
compressors and condens- 
ing units. 

“The second step in- 
volves complete transfer of 
all manufacturing to the 
Greater Portland area. Ne- 
gotiations have been com- 
pleted for approximately 
35,000 square feet of ad- 
ditional manufacturing 
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floor space, where compres- 
sors and condensing units 
will be machined, assem- 
bled, tested and shipped. 

“The present plant at 
South Windham will be 
utilized in the manufacture 
of bases, frames, belt 
guards and other compo- 
nent parts formerly pur- 
chased from outside 
sources. This move will per- 
mit closer quality control 
and will eliminate delays 
and expense of operating 
two plants at points widely 
separated.”’ 


KY. OFFICE OPENED 
BY CUTLER-HAMMER 


Opening of a new sales 
office at Louisville, Ky., has 
been announced by Cutler- 
Hammer, Inc., Milwaukee 
manufacturer of electrical 
controls. 

Manager of the new of- 
fice, located at 819 S. 39 
St., is W. J. Phillips, for- 
merly of the Cincinnati dis- 
trict. The Louisville office 
will function as a branch 
of the company’s Cincinnati 
district office, and will cover 
most of Kentucky and part 
of Indiana. 

Cutler-Hammer also has 
announced promotion of 
Clayton P. Innes to man- 
ager of its Davenport, 
Iowa, branch office, _ re- 
placing E. J. Karl. 


BRIDGEPORT BRASS 
ANNOUNCES LINE 
OF COPPER TUBING 


Bridgeport Brass Co., 
Bridgeport, Conn., has an- 
nounced the sale of Bridge- 
port Copper Refrigeration 
Tube, a new packaged pro- 
duct made especially for re- 
frigeration and related use. 
The new tube is available 
in standard sizes from &% 
to % in. O. D. and comes 
in 50 ft, coils, dehydrated 
and sealed, with each coil 
packed in a separate car- 
ton. 

In making the announce- 
ment, Austin R. Zender, 
Bridgeport’s vice president 
in charge of sales, said, 
“With this new product we 
are offering the refrigera- 
tion tube user a completely 
new packaged item with 
the same high quality and 
convenience that he asso- 
ciates with other standard 
replacement parts. As each 
coil of the new tube is 
packed in a separate car- 
ton, it eliminates repack- 
ing for shipment and 
makes it more convenient 
to carry in stock. 

“It is uniform in size 
and has a uniformly soft 
temper, making it easier to 
bend and flare. Every coil 
is individually tested, then 
dehydrated and the ends 
sealed before shipment so 
that the user gets perfect 
tubes, free from dirt and 
moisture.”’ 


GEORGE JONES 
HEADS DISTRIBUTION 
COUNCIL 


George S. Jones, Jr., 
vice president and assistant 
to the president of Servel, 
Inc., has been appointed 
chairman of the National 
Distribution Council. 

Announcement of this 
appointment was made by 
Secretary of Commerce 
Charles Sawyer at a joint 
meeting of the council and 
National Sales Executives, 
Inc. The council is the of- 
ficial advisory body to the 
Commerce Department in 
selling, marketing, and dis- 
tribution. 
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ASHVE SHOW SET 
FOR DALLAS, TEX. 
JANUARY 23-27 


Plans for the Southwest 
Air Conditioning Exposi- 
tion, to be held at Dallas, 
Tex., January 23 to 27, 
1950, are nearing comple- 
tion. 

As the only display next 
year of the International 
Heating and Ventilating 
ixposition, the exposition 
at Dallas has the support 
of a long list of exhibitors 
representing every branch 
of the industry and coming 
from all parts of the United 
States. It will be held un- 
der the auspices of the 
American Society of Heat- 
ing and Ventilating Engi- 
neers. 

Current statistics and 
projections indicate that 
1949 will prove to be one 
of the biggest years yet ex- 
perienced in the production 
of heating, ventilating and 
air conditioning equip- 
ment, and that next year 
will probably outstrip it in 
several branches. One of 
these is packaged equip- 
ment, which is of such 
variety and is adaptable in 
so many different ways, 
that its market is swelling 
rapidly. 

Industrial air condition- 
ing has taken on added im- 
portance with the develop- 
ment of more efficient 
manufacturing techniques 
under increasing economic 
pressures. In many locali- 
ties air conditioning for 
public comfort has become 
as much an essential in 
planning offices, stores, res- 
taurants, hotels and vari- 
ous institutions, as is heat- 
ing and ventilating in cold 
climates. 

Selection of Dallas for 
the 1950 exposition was 
based on the obvious need 
of this most active area 
from the standpoint of cur- 
rent and planned construc- 
tion, as well as its advan- 
tages in requiring heating, 
ventilating and air condi- 
tioning equipment of every 
conceivable kind. 

Favorable arrangements 
for the display of large and 
small machinery, parts and 
accessories are assured in 
the two finely equipped ex- 
position buildings—t he 
Hall of Agriculture and the 
Poultry Building at Fair 
Park. The site is readily 
accessible from downtown 
Dallas, where the 56th an- 
nual meeting of ASHVE 
will be concurrently held. 
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TESTING RELIEF VALVES BY THE DOZEN 


This specially designed test stand in operation in the plant of Black, 
Sivalls & Bryson, Inc., allows Freon testing of as many as 500 relief 
valves per day. John Raidl (left) and Bob Harclerode of the BS&B 
engineering department watch the testing of the company’s new 
Freon relief valve which they designed. 


10 NEW MEMBERS 
ADDED BY REMA 


Refrigeration Equipment 
Manufacturers Association 
announces the addition of 
10 new members to its 
roster. Names and loca- 
tions of these 10 firms fol- 
low: 

Remco, Inc., Zelienople, 
Pa.; General Refrigeration 
Div., Yates-American Ma- 
chine Co., Beloit, Wis.; 
Fine Products Co., Chicago, 
Ill.; Jordon Refrigeration 
Co., Inc., Philadelphia, Pa.; 
Airserco Mfg. Co., Ince., 
Pittsburgh, Pa. 


Traulsen Co., Inc., Long 
Island City, N. Y.; Hal- 
stead & Mitchell, Pitts- 
burgh, Pa.; United Wire & 
Supply Corp., Providence, 
R. I.; Bell & Gossett Co., 
Morton Grove, Ill.; United 
States Air Conditioning 
Corp., Minneapolis, Minn. 


NIAGARA LICENSED 
BY RESEARCH CORP. 


Niagara Blower Co. has 
been licensed by Research 
Corp. to manufacture de- 
humidifying and air con- 
ditioning equipment under 
that organization’s series of 
patents covering the re- 
moval of moisture from air 
or other gases by the use 
of a hygroscopic liquid. 

In the method developed 
by Research Corporation’s 
scientists, air is dehumid- 
ified by contact with a 
liquid spray which ab- 
sorbs the moisture from the 
air stream passing through 
the equipment. The de- 


humidifying liquid, as it is 
diluted by the airborne 
moisture, is automatically 
re-concentrated in appar- 
atus which evaporates the 
moisture and discharges it 
outdoors. 


Research Corp. is a 
unique foundation whose 
net earnings, from licens- 
ing activities and sale of 
Cottrell precipitators, are 
contributed to scientific and 
technical institutions and 
societies for the support of 
technical and scientific in- 
vestigation and research. 


GENERAL CONTROLS 
ADDS 21st BRANCH 


General Controls Co., 
Glendale, Calif., has an- 
nounced opening of a new 
factory branch office in 
Cincinnati, Ohio, to service 
southern Ohio, southeast- 
ern Indiana, and central 
Kentucky. This new office, 
located at 307 E. 4th Street 
in Cincinnati, will be 
headed by Jack Prutow, 
branch manager. 


The company also has 
reported the moving of its 
Oklahoma City office to 
Tulsa. The new address for 
this branch is 1427 E. 6th 
St., Tulsa. O. D. Shaddox 
will continue as branch 
manager in the new loca- 
tion. 


General Controls Co., 
manufacturer of automatic 
pressure, temperature, lev- 
el and flow controls, now 
maintains 21 factory 
branch offices throughout 
the United States. 


PROGRAM SET FOR 
DEC. ASRE MEETING 


An extensive list of tech- 
nical papers and three en- 
gineering conferences on 
specialized problems of the 
refrigeration industry are 
scheduled for the 45th an- 
nual meeting of American 
Society of Refrigerating 
Engineers at Chicago’s 
Edgewater Beach Hotel 
Dec. 4 to 7. 

The inclusion of the 
three conferences in addi- 
tion to the regular four 
technical sessions at the 
ASRE meeting will provide 
one of the most diversified 
programs in recent years. 


These conferences are 
(1) the household refriger- 
ator conference at which 
the use of plastics will be 
discussed; (2) a water re- 
use symposium concentrat- 
ing on means for conserv- 
ing water used in refrigera- 
tion and air conditioning; 
and (3) a conference on the 
design and applicability in 
multi-room buildings of 
room air _ conditioners. 
Chairmen of the three con- 
ferences (in the order 
listed) are O.-E. Norberg 
of Crosley Div., Arthur J. 
Hess of Hess, Greiner, and 
Polland, Los Angeles, and 
H. L. Laube of Remington 
Corp. 

Twelve technical papers 
will be given at four 
plenary sessions of the So- 
ciety and will cover sub- 
jects ranging from a 
description of the huge low 
temperature installation at 
the Eastman Kodak works 
in Rochester, N. Y., to an 
explanation of the mys- 
terious Hilsch vortex tube 
that blows cold air out one 
end and hot air out the 
other. 


The annual meeting will 
feature the usual social ac- 
tivities which will include 
a welcome luncheon and 
distinguished speaker, a 
dinner dance, and inspec- 
tion trips. 


The meeting, which will 
begin on Sunday, Dec. 4, 
will wind up at noon Wed- 
nesday, Dec. 7, with the in- 
stallation of new officers. 
Those nominated for 1950 
are: president, J. G. Berg- 
doll Jr., York Corp.; vice 
presidents, P. B. Christen- 
sen, Merchants Refrigerat- 
ing Co., and Edward 
Simons, consulting engi- 
neer; and treasurer, R. C. 
Jordan, professor of me- 
chanical engineering, Uni- 
versity of Minnesota. 
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CONCRETE TAKES A TEMPERATURE TEST 


Resistance of lightweight aggregate concretes to freezing and 


thawing cycles is determined in this specially designed refrigerator | 
at the National Bureau of Standards. The specimens, prepared as | 


part of an extensive investigation of the structural and insulating 

properties of this type of concrete, are first cooled to a tempera- 

ture of —50 F and are then thawed by immersion in a water bath 

at 60 F. This test simulates the extreme weather conditions to 
which concretes in service may be subjected. 


TEKNI-CRAFT BACK 
IN PRODUCTION 
AFTER $400,000 FIRE 


Within a week after fire 
destroyed most of their 
main factory, on Sept. 7, 
Tekni-Craft and Taylor 
Freezer Corp., Beloit, Wis., 
producers of ice cream 
freezers had resumed 
manufacturing operations 
in six buildings not affected 
by the fire and even in the 
machine shop of the burned 
building. 

Work began immediately 
on new buildings to house 
the activities of the affili- 
ated concerns. Two tempo- 
rary buildings are being 
built on a 14-acre site be- 
tween Beloit and Rockton. 
In addition the companies 
plan to erect a large per- 
manent factory on this site 
in the near future. This 
new and completely mod- 
ern plant will have an ap- 
proximate floor area of 
60,000 sq. ft. 


Even while the $400,- 
000 blaze was raging, 
company personnel re- 
moved files, records, and 
office equipment from the 
burning building to a ware- 
house a block away and set 
up temporary offices there. 
Early next morning crews 
went to work on machine 
shop equipment, and some 
of the machines were in 
operating condition that 
same afternoon. 


Company officials were 
quick to state that while 


the fire had been a definite 
“inconvenience” it would 
cause only temporary de- 
lays in shipments and 
would not jeopardize the 
firms’ position in the in- 
dustry. 


MARLO ANNOUNCES 
PRICE REDUCTIONS 


Effective September Ist. 
Marlo Coil Co. announced 
price reductions of approxi- 
mately 20% on_ several 
items in its line. The items 
reduced are evaporative 
condensers for ammonia 
and their FUA-FUB indus- 
trial cooling units for am- 
monia. This price reduction 
was in line with the recent 
reductions in the price of 
hot galvanizing, and in ac- 
cordance with Marlo’s 
previously established 
policies, this price reduc- 
tion is being passed on to 
the trade. 


SANITARY AD DRIVE 
IS A "WHOPPER"™ 


In theme as well as in 
scope, Sanitary Refriger- 
ator Co.’s “‘Quicfrez’’ pro- 
motion and merchandising 
campaign is a “‘whopper’’, 
according to Harry Ryan, 
sales manager of the Fond 
du Lac, Wis., firm. 


“For whopper values in 
home freezers, get wise to 
Sanitary” headlines the na- 
tional consumer ads. 
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G AUER de luxe 


Multiple Deflection 


Air Conditioning and Cooling 
REGISTERS and GRILLES 


— for high velocity outlets 


: 


1205VH. Double bank of bars, no valve. 


Streamliner registers and grilles for air conditioning and cooling sys- 
tems provide BETTER diffusion for high velocity outlets. The Series 


| includes models with single bank of adjustable bars (vertical or hori- 


zontal), also with double bank of adjustable bars (vertical in front and 
horizontal in back, or the reverse), also all above four types with hori- 


| zontal multi-louvre valves in the rear, controlled by lever on face of 


register. 


Design of bars and method of mounting them are ORIGINAL with 
Auer. Bars are hollow moulded, beveled, perfectly formed, smooth in 
contour, and pivoted in the frame on special split sleeves. This ex- 
pansion insert furnishes correct tension to hold bars firmly where set, 
yet allows sufficient free movement for adjustment with one simple tool. 
Bars may be set at any angle, in any grouping. Blades of multi-louvre 
valve are pivoted on rivets to prevent vibration. Streamliner registers 
are equipped with gaskets. You will be pleased with the beauty and 
fine craftsmanship of these registers. Write for folder S-49. 


ORDER THROUGH YOUR OWN JOBBER 


THE AUER REGISTER CO., 3608 Payne Avenue, CLEVELAND 14, OHIO 


yr — & GRILLES for AIR CONDITIONING & GRAVITY 





CMH rex Suser-Serice 


VIBRASORBERS 
offer perpected utbration control 


>» 


hp Ay ee ip Me Me 
YS oe eS Oe 


My BAVA OY 


Leak-tight, fatigue-resistant Vibra- 
sorbers provide the dependable way 
to isolate compressor vibration and 
minimize noise transmission in fixed 
piping. These compact, in-line units are easy 
to install and require no maintenance for their 
long life. They are your best insurance against 
costly loss of refrigerant caused by failure of 
inferior units. Any refrigeration or air condi- 
tioning installation is a better installation when 
you use CMH Rex Super-Service Vibrasorbers. 
Standard bronze units are made in sizes 
from %” through 4” I.D. Steel and stainless 
steel units for other vibration services are 
also standard assemblies. 
Write for specification sheets and prices. 


Leaders in the Science of Flexonics 
MAYWOOD, ILLINOIS 


Plants at 
Maywood, Elgin and Rock Falls, Illinois 


In Canada: 
Canadian Metal Hose Co., Ltd., Brampton ,Ontario 





commercial 


| nitely 


| Sponsor 





FRIGIDAIRE 
LAUNCHES LAST 
QUARTER DRIVE 

An intensive commercial 
refrigeration and air con- 
ditioning fall sales activity, 
carrying the theme, ‘Last 
Quarter Drive’’ and de- 
signed to carry “proof of 
value” demonstrations to 
the prospective user, is now 
being conducted today by 
Frigidaire Div., of General 
Motors on a national scale, 
according to W. F. Switzer, 
the factory’s commercial 
sales manager. 

The vast sales program is 
being projected to Frigi- 
daire commercial refrigera- 
tion and air conditioning 


| dealerships throughout the 


country during a _ special 
series of district field meet- 
ings. Six factory speaker 
teams, each comprised of 
two members, one conduct- 
ing meetings in 43 key 
cities throughout the coun- 
try making up five sales 
regions. 

Switzer pointed out that 
dramatic ‘‘proof’’ demon- 
stration kits will be used 
extensively during the 
meetings, including special 
equipment to illustrate en- 
gineering and production 
know-how incorporated in- 
to Frigidaire’s 400-odd 
and air con- 
ditioning products. Special 
films will also be employed. 


FOOD FREEZER 
MAKERS PLAN FILM, 
STANDARD 

At a recent meeting of 
the Food Freezer Section of 
the Refrigeration Equip- 
ment Manufacturers Asso- 
ciation held in Washington, 
D. C., the name of the 
Product Section was defi- 
changed to Food 
Freezer Section. 

A number of motion pic- 


| tures and slide films were 


reviewed, and it was de- 
cided that the group would 
either a colored 
motion picture or a colored 


| slide film entitled, “A New 


Way To Live’’, which will 
be offered to colleges and 
high schools having home 
economic courses. It is 
also expected that these 
films, when completed, will 
be circulated through serv- 
ice clubs, churches, wom- 
en’s clubs, and other or- 
ganizations. 

The promotion is still in 
the planning stage, but it 
is expected to include a na- 
tional contest among home 


economic students. 

The Section also expects 
to set up a speakers’ bu- 
reau made up of its mem- 
bers who will give educa- 
tional talks on the 
preservation of food 
through the use of food 
freezers before any inter- 
ested groups. 

Existing standards for 
food freezers will be studied 
by a committee consisting 
of W. L. Currie, Victor 
Products Corp. (chair- 
man); Sven Swanson, Tyler 
Fixture Corp.; C. H. Beane, 
Brewer-Titchener Corp.; 
Steve Frank, Jr., Whiting 
Corp.; and Raymond D. 
Pusey, Wilson Cabinet Co., 
Inc, A report will be made 
at the next meeting, set for 
Jan. 9, 1950, when a stand- 
ard may be adopted. 

Upon adoption of a final 
standard by the Food 
Freezer Section, and subse- 
quently by REMA, it is ex- 
pected that an industry seal 
will be approved and used 
by all manufacturers who 
are members of the Asso- 
ciation, upon proper test- 
ing and approval of their 
various models. 

Another subject dis- 
cussed at length, and upon 
which mutual experiences 
were exchanged, was the 
topic of insurance covering 
food spoilage and mechani- 
cal failure. 


RUTHENBURG WINS 


MANAGEMENT 
AWARD 

Louis Ruthenburg, chair- 
man of the board of Servel, 
Inc., has been named re- 
cipient of the National 
Metal Trades Association’s 
first annual award for out- 
standing achievement in 
industrial relations. 

Ruthenburg was _pre- 
sented an engrossed cita- 
tion at the golden anniver- 
sary luncheon of the Asso- 
ciation in Chicago. 

A committee of seven in- 
dustrialists, under the 
chairmanship of Howard 
Goodman, vice president of 
the Goodman Mfg. Co., 
Chicago, selected Ruthen- 
burg for his ‘“‘energetic and 
accurate interpretation to 
his community of the right- 
ful functions of business in 
developing the national 
economy; pioneering in 
the development of fore- 
men training methods, and 
contributions to the prog- 
ress and technique of ma- 
chine shop training and 
education.” 
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United States Shipments 
of 
Commercial Refrigeration 


and Air Conditioning 
Equipment, 1940-1948 


PRESENTED on this and the 

two following pages are fig- 
ures covering shipments of Com- 
mercial Refrigeration and Air 
Conditioning Condensing Units, 
Compressors, and Self-Con- 
tained Air Conditioning Equip- 
ment for the years 1940 to 1948, 
inclusive. 


This data was compiled from 
reports by the Bureau of Census, 
U. S. Department of Commerce. 
Figures cover shipments by 
manufacturers in the continental 
U. S. only. Data on shipments 
for the years 1941-1943 inclusive 
are not presented because no 
information was gathered by 
the Census Bureau during that 
period. 


These statistics, while they 
may be incomplete in some re- 
spects, are generally considered 
to be the most authentic obtain- 
able. To our knowledge, they 
have never before been present- 
ed in such detailed and com- 
posite form. Data on U. S. ship- 
ments of unit coolers and heat 
exchanger equipment will be 
presented in a later issue. 
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Self-Contained Air Conditioning Units 
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Other than room type, total . 
3 tons and under......... 





Ice-Making Machines... 
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UP AND DOWN THE AISLES . . 
Continued from page 49 


side dryers; accumulator-dryers; accumula- 
tors; screen assemblies; capillary tube as- 
semblies. 

YOU WILL MEET: Lawrence C. Smith, pres- 
ident; James A. Smith, secretary-treasurer; 
James E. Russell, sales mgr. 


KENNARD CORP. 
Booths 256, 258, 260 


YOU WILL SEE: New evaporative condensers; 
new cooling towers; new 8 fin/inch blast 
coils; air conditioning units and coils; heat- 
ing and cooling refrigeration and air condi- 
tioning coils. 

YOU WILL MEET: S. M. Kennard III, presi- 
dent; A. G. Loeffel, vice president and 
sales mgr.; B. M. McDougall, assistant sales 
mgr.; Wm. Steinkamp; Frank Lebman. 

SPECIAL EVENTS: Regional sales meeting of 
all eastern sales representatives. 


KINETIC CHEMICALS, INC. 
Booths 618, 620 


YOU WILL SEE: Exhibit will indicate the 
progress that has been made over the last 
twenty years in the development and manu- 
facture of the various kinds of Freon safe 
refrigerants for the air conditioning and re- 
frigeration industry. 

YOU WILL MEET: R. L. Williams, refrigera- 
tion sales; A. H. Lawrence, technical sales; 
R. J. Thompson, director of sales; R. F. 
Laird, production mgr. 


KOCH REFRIGERATORS 
Booths 350, 352 


YOU WILL SEE: New Model 1407 frozen food 
display case; Model 306 dairy display case 
with three refrigerated shelves; Model 8218 
dry beverage cooler, 18-case capacity. 

YOU WILL MEET: W. R. McShane, sales 
mgr.; Edward A. Stiller, eastern sales repre- 
sentative; Raymond H. Starr, president. 


KOLD-HOLD MFG. CO. 
Booths 322, 324, 326 


YOU WILL SEE. Truck plates; locker plant 
plates; banks; stands; ice cream cabinet 
conversion liners; home freezer plates and 
liners. 

YOU WILL MEET: Lee S. Worthington, secre- 
tary and advertising mgr.; Edw. A. Thiele, 
vice president and sales manager; James R. 
Tranter, president and general mgr.; sales 
representatives H. C. Hoover; J. C. Jack- 
son; R. D. Spitler; Frank Forenza; Leo J. 
Freitas; Ferris Kennedy; Russell Davis; Art 
J. Nelson; Judson Bowen; R. E. Kenney; 
F. R. Schroeder, Jr. 

SPECIAL EVENTS: Annual jobber luncheon 
meeting. 


KRAMER TRENTON CO. 
Booths 613, 615, 617, 619 


YOU WILL SEE: New air conditioning units 
3 to 10 ton capacity; new evaporative con- 
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densers 2 to 10 ton capacity with working 
demonstrator; new Unicon, a self-contained 
remote type air cooled condenser; new bird 
cage unit cooler, newly designed evaporator 
for reach-ins and similar small fixtures; 
new bakers’ million unit for dough retard- 
ers; new pump (with working demonstrator) 
wth no moving parts; new Thermobank. 

YOU WILL MEET: Israel Kramer, treasurer; 
S. Charles Segal, chief engineer; Geo. 
Frie, field engineer; salesmen Harry Kling- 
ler; Frank C. Obert; Ray S. Graham; A. R. 
Tankle; M. E. Corbin; L. J. Freitas; L. J. 
Sudderth; R. B. Holland; |. H. Cohler; E. G. 
Koyl. 


LA CROSSE COOLER CO. 
Booths 347, 349, 351 


YOU WILL SEE: New Hi-Boy ice cream mix 
cooler; new Bluebird bottled beverage cool- 
er; new electric direct draw dispenser; new 
economy precooler; ice cube maker; bever- 
age cooler; classic all steel drainboard. 

YOU WILL MEET: R. S. Denzer, president; 
W. W. Newberry, general mgr.; H. A. Phil- 
lips, sales; L. C. Van Dervort, sales; W. 
Bertelson, chief engineer. 


JOHN LEES DIV., SERRICK 
CORP. 
Booth 432 


YOU WILL SEE: New John Lees electrolytic 
polishing process; complete line of stainless 
steel moulding and trim manufactured for 
the refrigeration industry, both external 
decorative items and internal parts. 

YOU WILL MEET: Geo. T. Hinckley, Jr., 
general sales mgr.; Marvin C. Great, eastern 
sales representative; John R. Warner; ad- 
vertising mgr.; Gordon C. O'Gara, assistant 
sales mgr. 


LEHIGH MFG. CO. 
Booths 314, 316, 318, 320 


YOU WILL SEE: Newly designed condensing 
units, including a new 3 hp heavy duty 
air-cooled unit; a new line of truck units 
through 2 hp, featuring extremely small 
overall dimensions; completely new small 
defrost valve self-contained on Lehigh Blu- 
Cold unit as optional equipment, with de- 
frost cycle from 30 seconds to 2 minutes; 
the complete line of Lehigh Blu-Cold con- 
densing units. 

YOU WILL MEET: F. E. Shumann, president; 
A. A. Shumann, treasurer; C. L. Coulter, 
general mgr.; R. A. Line, chief engr.; John 
Souders, service mgr.; Tom Lane, plant 
superintendent; Christine V. Furlow, sales 
dept.; district mgrs. L. M. Bissett, G. C. 
Gibbs, ©. M. Coombs, O. J. Kesti. 


LINDE AIR PRODUCTS Co. 
Booths 257, 259 


YOU WILL SEE: New Prest-O-Lite halide 
leak detector; new small size lightweight 
oxygen and acetylene cylinders with handy 
truck for transporting; new Prest-O-Lite 
refrigeration and air conditioning outfit; 
new “B” and “MC” acetylene tanks; Purox 
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and Prest-O-Weld welding and cutting 
blowpipes and cutting attachments; Oxweld 
welding supplies—rods, fluxes, gloves, gog- 
gles; live welding and cutting demonstra- 
tion. 

YOU WILL MEET: Philadelphia district 
representatives, P. A. L. Maurhoff, J. T. 
Chattin, and J. W. Bizier; New York dis- 
trict representative, Wm. Austin. 


LOUDON SALES, INC. 
Booth 707 


YOU WILL SEE: A new automatic ice cube 
maker with a capacity of 300 round cubes 
per freezing (1 hour, 45 minutes) or 4000 
cubes every 24 hours; tank is stainless steel 
and storage bin is stainless steel, cork in- 
sulated. Model uses 34 hp low temperature 
compressor. Two models, one connecting 
direct to water line, the other with storage 
tank. List prices $400 to $475 f.0.b. Minne- 
apolis, respectively. 

YOU WILL MEET: R. J. Loudon, president. 


LYNCH CORP. 
Booths 216, 218, 220 


YOU WILL SEE: New Parmetic sealed unit 
that can be serviced in the field in sizes 
1/6, % and 1/3 hp; new Par fractional hp 
quiet operating, belt driven units; new 
combination air and water cooled units; 
new 72 hp heavy duty water cooled unit. 

YOU WILL MEET: M. H. Pendergast, presi- 
dent; J. P. McCarthy, vice president; F. K. 
Zimmerman, treasurer; R. L. Sears, director 
of sales; R. C. Warneke, chief engineer; 
district sales mgrs. D. E. Stenson; B. J. 
Scholl; A. V. Petersen; B. D. Berk; E. W. 
Montgomery; C. B. Pierce. 


McINTIRE CONNECTOR CO. 
Booths 521, 523, 525 


YOU WILL SEE: New large tonnage DFN 
driers with capacities up to 100 tons; DFN 
Moisture Control units of improved design; 
DFN moisture indicators; new type DC 
double-capacity driers; complete standard 
line of DFN driers, strainers, filters, em- 
ploying a wide variety of desiccants and 
filtering media. 

YOU WILL MEET: L. S. Dunn, president; J. 
C. Howe, Jr., treasurer; H. A. Chandler, 
secretary; J. G. Beierlein, production mgr.; 
M. J. Meiklejohn, sales mgr.; L. G. Under- 
hill and E. L. Burlingame, sales. 

SPECIAL ACTIVITIES: Exhibit will feature 
running test assemblies demonstrating mois- 
ture indication and positive moisture pick- 
up capacity of new DC driers and moisture 
control units; all tests under actual refrig- 
eration conditions. 


McQUAY, INC. 
Booths 126, 128, 130, 132 


YOU WILL SEE: New automatic ice making 
machine; new radial unit cooler; new low- 
boy Zeropak speed tunnel freezer; new 
back bar unit cooler; several styles of air 
conditioners; unit coolers of all types; grav- 
ity refrigeration coils. 


YOU WILL MEET: H. Blake Thomas; Jay R. 
COMMERCIAL REFRIGERATION 





Trew IMPERIAL 

000 ROLAIR” 
FLARING 
TOOL 


“Rolls Flares in the Air” 


The Tool That Both Flares 
and Burnishes 


Makes Stronger Flares 
Does Not Score the Tubing 


Control Knob for Burnishing 


3 Rollers in Spreader 
Cone Roll Out The 
Flare. Note That Flare 


Tubing is inserted in proper Is Not ; Formed 
size die block so that it ex- Against Die Block. 
tends approximately 3/16” 
above face of block, and thumb 
screw tightened firmly. 


Here is the flaring tool that so many refrigeration men 
have been asking for. It not only rolls out flares in the 
air—but it gives this flare a highly burnished finish 
which assures tighter joints. It flares all the most popu- 

lar sizes of soft copper, brass and aluminum tubing. 
Unlike conventional flaring tools, the Rol-Air does 
not form flares against a countersink in the die block. 
Instead, flare is rolled out with tubing extended above 
die block face. Original wall thickness at base of flare 

Yoke slides on over end of is thus maintained. : 

a Meck. Yo @ eed Extra depth dies hold tubing tightly without scor- 
0 ee ing. Speedy single-nut clamping. Forged steel yoke. 


screw is turned 3 or 4 revolu- . 
tions after rollers contact tubing. Ask for Bulletin No. 378. cma) 


(Control knob should be in flar- No. 355-F Imperial Rol-Air Flaring 
ing position, Fig. A.) Flare is Tool. Flares 1/4”, 5/16”, 3/8”, 1/2”, 
burnished by turning handle two 5/8” O.D. Tubing. Price each 


or more revolutions with control (Rol-Air Yoke is also available separately for 
knob in burnishing position. use with No. 300-F Hi-Duty Die Block.) 


(Fig. B.) See Your Jobber 


THE IMPERIAL BRASS MFG. CO. 
536 S$. Racine Ave., Chicago 7, Ill. 


Fittings 7 e Charging Lines 
Tools for cue Florin, cuading "Pinch-off, uae 


See the ROL-AIR and other Imperial Products at the 
Sixth All-Industry Exposition — Booths 516, 518, 520. 
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Resch; Ralph G. Strutzel; eastern district 
sales representatives. 


EDWARD R. MAGNUS CO. 
Booth 735 


YOU WILL SEE: The Refrigeration Service- 
man’s Manual, by E. R. Magnus and G. D. 
Marlott; Guide to Better Refrigeration Serv- 
ice, workbook and study guide, by E. R. 
Magnus and G. D. Mariott. 

YOU WILL MEET: Edward R. Magnus; Grace 
D. Marlott; Emily Magnus. 


MARLO COIL CO. 
Booths 305, 307, 309, 311 


YOU WILL SEE: New evaporative condensers 
with Marlo Lektrotector; new FWC room 
coolers; non ferrous humidifier and dehu- 
midifier; standard air conditioning units; 
unit coolers; cooling towers; industrial 
units; t’ween rail units. 

YOU WILL MEET: A. T. Marlo, president; C. 
D. Marlo, production mgr.; L. C. Pellegrini. 
vice president and sales mgr.; F. G. Meyers, 
chef engineer; F. E. Ince, sales engineer; 
district representatives H. R. Iverson, Wash- 
ington, D. C.; W. B. Moses, Jr., New Or- 
leans, La.; C. J. Otterholm, Minneapolis, 
Minn.; G. M. Seebree, Albuquerque, N. M.; 
G. E. Roepke, Houston, Tex.; representatives 
R. K. Hunter, Greensboro, N. C.; H. V. 
Witherspoon, Baltimore, Md.; S. S. Webb, 
Oklahoma City, Okla. 


JAS. P. MARSH CORP. 
Booths 249, 251, 253 


YOU WILL SEE: Complete line of Electrimatic 
regulators and valves; Jas. P. Marsh refrig- 
eration gauges and thermometers. 


ROTOJET 


clog-proof 
spray nozzles 


YOU WILL MEET: James Emmett Jr., sales 
mgr.; R. E. Barnett; F. Ziccarelli; Charles 
Kelly; S. C. Kauffman, Sr.; S. C. Kauffman, 
Jr.; H. Mitchler. 


MERCHANT & EVANS CO. 
Booth 701 


YOU WILL SEE: Unit coolers; comfort cool- 
ers; case coils; finned tubing; unit heater. 

YOU WILL MEET: Malcolm P. Stoney, vice 
president; Henry A. Adams, sales mgr.; 
Helmar Peterson, mer. 


MILLS INDUSTRIES, INC. 

Booths 634, 636 

YOU WILL SEE: Mills condensing units. 

YOU WILL MEET: R. A. Hoagland, vice pres- 
ident; H. J. Hedrick, sales mgr.; W. T. 
Babick, assistant sales mgr.; L. Lehman, dis- 
trict sales mgr.; M. Long, district sales mgr.; 
A. Weiss, refrigeration engineer. 


MUELLER BRASS CO. 
Booths 157, 159 
YOU WILL SEE: Complete refrigeration cycle 


in operation showing use of various valves, 
driers liquid indicators, heat exchangers; 


new globe type shut off valve; coils; head- 
ers; copper tubing. 

YOU WILL MEET: P. O. Domke, sales mgr. 
refrigeration div.; R. L. Gibbs, sales promo- 
tion mgr.; P. L. Craft, sales mgr. specialist 
div.; Tyler L. Riggin, mgr, jobbing div. 


NEVINGER MFG. CO., INC. 
Booth 550 


YOU WILL SEE: New air conditioning unit 
with evaporative condenser combined; new 
home air conditioning unit for use in con- 
junction with present forced air type fur- 
nace; 5 hp self-contained store type cooler. 

YOU WILL MEET: C. R. Nevinger, president; 
W. K. Wernle; L. W. Watson. 


EDWARD OWEN & CO. 
Booth 229 


YOU WILL SEE: Libraries of catalog pages 
from which wholesalers can easily compile 
catalogs to meet their individual require- 
ments; samples of catalogs prepared for re- 
frigeration wholesalers showing Owen Co’s 
newly developed method of preparing cat- 
alogs with separate, revisable price lists. 

YOU WILL MEET: Edward J. Owen, presi- 
dent; Will H. Knoerr, mgr. refrigeration 
catalog division. 


PARAGON ELECTRIC CO. 
Booth 656 


YOU WILL SEE: New De-frost-it for domestic 
refrigerators; new 300-M series defroster 
for electric heat and hot gas methods of 
defrosting; new Chrono-Spray for commer- 

Continued on page 75 


Sead today ter recrvica 


bulletin describing Binks ROTOJET 
Nozzles. 


Redesigned to embody latest post-war improvements, 
Binks famous Rotojet Spray Nozzles set a new high 
standard in spraying efficiency! Constructed on the 
off-center inlet, whirl chamber principle, Binks Rotojet 
nozzles provide fine, uniform fluid break-up and dis- 
tribution at pressure as low as 7 lbs. Nozzles are 
precision-machined from tough, marine bronze, also 
stainless stee] and any special alloys that are machin- 
able from bar stock. Internal surfaces are smooth and 
free from vanes and other obstructions. Available in 


a wide variety of sizes and capacities. 


REPRESENTATIVES IN ALL PRINCIPAL CITIES @ 


Bulletins give full information on sizes and 
capacities of the following Binks Rotojet 
Nozzles: 

Bulletin Numbers: 

10. Small and Medium Capacity Nozzles 
11. Nozzles for Brine Spray Operation 

12. Large Capacity Nozzles 

13. Nozzles for Spray Ponds 

14, Nozzles for Metal Cleaning Operations 
Please state how nozzles will be used, and 
give capacity of installation. 


THERE'S A BINKS SPRAY NOZZLE 


FOR EVERY SPRAY JOB 


MANUFACTURING COMPANY 


3124-38 CARROLL AVENUE, CHICAGO, ILL. 
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hecause 


Rock Cork* insulation is basically mineral in compo- 
sition and, therefore, is ideal for service in food and 
beverage plants. It is repeatedly specified by leading 
refrigeration engineers because of its long, trouble- 
free service in many plants. 


7 


Rock Cork sheets, lagging and pipe insulations— 
made from mineral wool and asphalt binder—are 
available in all standard sizes and thicknesses. The 
pipe insulation is provided with an asphalt-saturated 
‘jacket that protects both longitudinal joints; reduces 
the need for seam-filling, and speeds application. 


Skilled application service—To assure the maxi- 
mum return from your insulation investment, have 
your next job engineered by a Johns-Manville insula- 


JOHNS -MANVILLE 


plants... 


--- IT IS SANITARY AND ODORLESS 
--- IT 1S IMMUNE TO VERMIN 
--- IT 1S MOISTURE RESISTANT 


tion contract firm. For further information write 


Johns-Manville, Box 290, New York 16, N. Y. 
*Reg. U. S. Pat. Off. 


This Folder gives 
all the facts— 


Folder IN-122A contains 
property tables and other 
important data on Rock 
Cork’s advantages. Send 
for it today! 


Johns-Manville ROGK CORK | 


JM REFRIGERATION INSULATION 


PRODUCTS 
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| ocaress air conditioning equipment 
anywhere above the ground floor presents 
problems, mainly because of excessive vi- 
bration and noise in operation. Korfund 
Standard Vibro-|solator Units have solved 
this problem many times. 


For example, Valley Weathermakers, Har- 
lingen, Texas, recently installed a recipro- 
cating compressor on the third floor of 
S. H. Kress & Co. building, Brownsville, 
Texas. In this instance, installation was 
made even more difficult by location near 
the offices and sales floor. Yet today the 


2300 Ib. compressor and 900 Ib., 40 HP 


motor are operating satisfactorily mounted | 


on four Korfund LK/F Vibro-Isolators. 
Valley Weathermakers’ letter states: 


” 


. . These isolators are doing an 
excellent job of removing vibration 
caused by the motor and compressor. 
You can stand in the office directly 
below the equipment and not be 
able to tell whether or not (it) is in 
operation . . . The Construction Su- 
perintendent for S. H. Kress & Co. 

. was very much pleased . ; 
(In another case) we have an air 


conditioning compressor installed on | 


the second floor of an office build- 
ing, and it is disturbing the tenants 
below. From the results of the 
Brownsville, Texas, job, we feel sure 
that your Isolators will remedy the 
trouble on this installation.’’ 


It is interesting to note that more than 
75% of Korfund orders in the air con- 
ditioning field are repeat business. We'll 
be glad to send further details showing 
why this is so. Write us today about your 
problems in Vibration Control. 


THE KORFUND CO., INC. 


Me) 


irr 48-53-F 32nd Place 


Long Island City 1, N. Y. 
Specialists in Vibration Control 
for Over 45 Years 
Representatives in Principal Cities 
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pene VEG LS 


Hog 


Sees ae hl 


The publications listed below are available to readers without charge. Simply 
list on the postcard in this issue the key numbers of the items you wish 
to receive. Your requests will be forwarded directly to the companies concerned, 


474—-Safety Heads . . . BS&B safety 
heads, chemical feeders and vent valves is 
an 8-page booklet that covers safety heads, 


| safety head flanges, safety head rupture 
| discs, and relief valves, automatic chemical 
| feeders and pressure vacuum vent valves. 


27 photographs and drawings illustrate 
products and fittings. Available from Black, 
Sivalls & Bryson, Inc. 


475—Minicorder Temperature .. . 
A bulletin issued by the Dickson Co., Chi- 
cago, illustrating and describing its Mini- 
corder Thermometer Types 2 and 2-A. In- 
struments are light weight and enclosed in 
a cast aluminum case finished in crystal 


black. 


476—Instrument Catalog .. . A com- 
plete guide for selection of instruments for 
plant and laboratory, issued by H-B Instru- 
ment Co., Philadelphia. Complete cross 
indexing and a new systematic layout makes 
it easy to find instruments best suited to 
various needs. Catalog covers 40 pages and 
includes a simplified price list. 


477—Protective Covers . .. A bul- 


| letin issued by Bearse Mfg. Co., Chicago, 


covering its line of padded protective covers 
and carrying harness for refrigeration 
equipment and other major electrical ap- 


pliances. Gives specifications of covers that 


can be used for various types of refrigera- 
tors and other equipment; shows construc- 
tion details and other features. 


478—Electric Motor Catalog ...A 
new catalog of fractional horsepower 
motors, available from Franklin Electric 
Co., Inc., Bluffton, Ind. Shows all types 
in NEMA and special mountings for stand- 
special applications illustrating 
construction features, applications and cut- 
away views. 


479—Flexible Metal Hose ... A new 
brochure (Catalog 100) on flexible metal 
hose issued by Atlantic Metal Hose Co., 
Inc. Shows new uses for existing types of 
flexible metal hoses and development of 
new products to meet problems encountered 
by company’s engineering department. 
Shows hose, couplings, nipples, etc., needed. 
Test tables, installation methods and ap- 
plications are included. 


480—Motor Capacitors ... A new 
list and suggested resale price schedule 
(MCS 7495) released by Aerovox Corp. 
covering electrolytic motor-starting capa- 
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citors. Several changes over previous price 
schedules are included, and several new 
items are introduced, including size changes. 


481—-Indicating Thermometers .. . 
A new descriptive folder on Auto-Lite in- 
dicating and recording thermometers issued 
by the Instrument and Gauge Division of 
Electric Auto-Lite Co. Folder contains de- 
scriptions and specifications for five differ- 
ent types of thermometers, as well as for 
bulbs and fittings. Included are recording 
thermometers, both stationary and portable 
types with 24-hour and 7-day clock move- 
ments, dial indicating thermometers, and 
several types of indicating thermometers for 
food freezing and similiar units. 


482—Pasteuray Equipment ... A 
colorful folder issued by Pasteuray Corp., 
St. Louis, illustrating and describing how 
to protect meats and other products with 
the invisible lethal energy of Pasteuray, 
which largely eliminates losses from sticki- 
ness and discoloration. Folder shows how 
Pasteuray irradiation preserves products, 
sealing pores and reducing shrinkage and 
trim. 


483—Compressors and Condensing 
Units . . . A completely new 60-page 
catalog (204-1) illustrating the full line 
of Mills compressors and condensing units, 
available from Mills Industries, Inc., Chi- 
cago. Models include air-cooled %4 to 3 hp, 
water-cooled % to 10 hp, and combination 
air and water cooled % to 10 hp. Catalog 
all essential data needed for proper selec- 
tion of units for cooling, refrigeration, and 
contains detailed specifications, dimensions, 
air conditioning. 


484—Flaring Tool ... A folder de- 
scribing the new “Papco Form-a-Gage” tool 
for providing double flares on tubing. Use 
of the tool is illustrated photographically 
step by step. Use of the Papco #400 
flaring tool and #500 cutting tool also is 
pictured. Available from Penn Brass & 
Copper Co. 


485—Flexible Hose ... A 4-page bul- 
letin describing Resistoflex synthetic, sol- 
vent-proof flexible hose assemblies and 
illustrating their use in refrigeration and 
other industrial applications. Available 
from Resistoflex Corp. 


BUY FROM YOUR 
REFRIGERATION WHOLESALER 
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points up profits... 
on all three points! 


Trouble-free products . . . priced competitively . . . backed by a name 
that users everywhere associate with top quality. For these three basic 
advantages, experienced refrigeration men pick Kelvinator—the name that 
always sells, always satisfies. Buy the items to fit your needs at your nearest 
Kelvinator depot. Write, phone or stop in for helpful information in solving your 


installation or service problems. Kelvinator, Division of Nash-Kelvinator Cor- 
poration, Detroit 32, Michigan. 


Ve 


Kelvinator Sealed Type Condensing 
(Units (Ve H. P. to Yo H. P.) 


Kelvinator Water Coolers 
(Pressure and 
Bubbler Types) 


Kelvinator Open Type Condensing 
Units (Ye H. P. to 1 H. P.) 


Kelvinator Compressors 
(1/6 H. P. te 5H. P.) 


Kelvinator 
Silica Gel Driers 


Kelvinator Stainless Steel 
Evaporators 


DEPEND ON KELVINATOR For ALL YOUR REFRIGERATION NEEDS 
and AIR CONDITIONING e NOVEMBER, 1949 
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IF IT’S FOR AIR CONDITIONING... 


usAlAce 


MAKES IT 


Exhaust fan to take frying odors out of a restaurant 
kitchen? usAIRco has it. Giant coils to cool (and heat) 
a 5000 seat theater? Call usAIRco. Unit heaters to 
warm a gas station or an airplane hangar? usAIRco 
makes ’em. Trim, self-contained package units to con- 
dition a restaurant or a rumpus room? UsAIRco builds 
"em. 

Fans and blowers, coils, condensers, complete air con- 
ditioning units . . . usAIRco does the whole job... 
designs, builds, stocks everything you need for any kind 
or size of installation. 

And then we help you specify the correct units for 
your job... put twenty-five years of specialized engi- 
neering at your command ...so that you and your 
client and his customers may enjoy years of trouble-free 
comfort with usAIRco products. 

Next time you start a job... call us early. We can 
help your planning. We can help you speed installation 


.. and we like to be around at “switch-on” time. 


or Rene ee ee eee 


ee 
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usAIRco Unit Air Conditioners are de- 
signed for year-round air conditioning. 
Available with hot water or steam heating 
coils and water or direct expansion cooling 
coils. Combination units provide for heat- 
ing in winter, cooling in summer. 

Range of 9 standard sizes in ceiling or 
floor models with capacities from 1000 
CFM to 12,000 CFM. 

Application: Restaurants, Stores, Offices, 

Industrial establishments. 


Refrigerated Kooler-aire combines cooling 
and dehumidifying units, refrigeration 
compressor and evaporative condenser all 
in ane balanced assembly. 

Operating costs are reduced by the way 
in which the evaporative condenser is de- 
signed to re-use water. Cooling capacities 
range from 3 to 40 tons, and unit doubles 
=e heating system by addition of proper 
con. 

Application: Restaurants, Stores, Bowling 

Alleys, Theatres, Offices. 


usAIRco Evaporative Condenser provides 
packaged cooling for condensing refriger- 
ants. It makes possible great savings in 
water costs, and by eliminating waste dis- 
posal problems, the Evaporative Condens- 
er furnishes the most economical means of 
cooling refrigerant gases. In addition, 
Evaporative Condensers have many indus- 
trial applications in cooling, quenching and 
tempering oils. 


-----------------+4------------------ 


Modu-aire individual room heating and /or 
cooling units designed by usAI Rco for use 
with central heating and_ or cooling systems. 
The units are made for easy installation in 
existing buildings. 

Controls on each unit permit regulation 
of temperature and mixture of fresh air 
with conditioned air. 


Application: Hotels, Offices, Public 
Buildings. 


SE 


usAIRco Blowers are designed for all types 
of air conditioning, heating and ventilat- 
ing. Engineered and performance-proved 
for dependability and economy in opera- 
tion 

Blowers are available in a wide range of 
sizes and capacities for every air-handling 
requirement. 

Application: Foundries, Textile Mills, 
Warehouses, Public Buildings, Theatres 
and various specialized industrial 
applications. 


usAIRco Coils are built for every heating 
and cooling application. Steam coils, both 
standard and non-freeze type; water coils 
for cooling or heating, and direct expan- 
sion coils. All usAIRco Coils are available 
in a wide range of sizes to meet all heating 
or cooling requirements. 


Application: Every place where air is con- 
ditioned by heating or cooling. 


UNITED STATES AIR CONDITIONING CORPORATION 


Como Ave. S. E. at 33rd a 


Minneapolis 14, Minn. 
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For further information on any of these products, simply list on the postcard 
{,,Jprovided in this issue the key numbers of the items in which you are inter- 
ested. Your requests will be forwarded directly to the companies concerned. 


Coin Meter e e e e 


e P-498 


Product: Commercial model “Col- 
lectometer” coin meter for 
time-payment selling. 


use in 


Manufacturer: Robco Corp., New 


York City. 


me 


Features: Special jam-proof guard 
will not allow entrance of a second 
coin until first coin has cleared the 
chute. Simple time setting arrange- 
ment does away with need for 
changing gears or stocking parts. 
Merely the insertion and removal of 
pins with a screwdriver changes 
amount of daily deposit. Housed in 
attractive gray box with two locked 
compartments, one for mechanism 
and one for coin box. Measures 9 x 
5 x 3 inches overall. Coin box will 
hold $150 to $160 in quarters. 
Plunger type operation employs a 
minimum of working parts. Meter 
works on 115 volts, 60 cycle a.c., and 
switch is rated at 15 amperes. 


Hand Cleaner e e e@ e P-499 
Product: Newly formulated 
“Quickee” waterless hand cleaner. 


Manufacturer: Tudor Chemical 
Specialties, Inc., New York, N.Y. 


Features: New formulation, which 
has stabilized this cleaning compound, 
guarantees that cleaner will not be 
affected by extremes of temperature 
from -40 to 140 F. New formula also 
provides greater economy since less 
cream is now required. Containers 
also have been redesigned, and are 
sealed with DuPont “Cell-O-Seal.” 


Solenoid Shut-Off Valve « P-500 


Product: “Caltrol” solenoid shut- 
off valve for air conditioning units or 
systems and other applications. 

Manufacturer: Caltron Products 
Co., Los Angeles, Calif. 


Features: Built around new valve 
seat arrangement, it offers low initial 
cost and economical operation. Made 
with fewer parts than other valves of 
this type. Electrical section complete- 
ly isolated from flow section, with no 
possibility of fluids contacting coil. 
Due to direct flow design valve has 
very small pressure drop. Will operate 
under wide range of pressures from 
zero to 600 psi. Valve body available 
in aluminum, brass, or stainless steel. 
Opens easily when current is turned 
on; closes automatically when current 
is shut off. 


Beer Dispenser ¢ ¢ ¢ @ P-501 
Product: Draft beer dispensing 
system for use with metal kegs. 


Manufacturer: Kooler-KeG, Bel- 
leville, N.J. 
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Features: Brings advantages of 
original system of cooling beer in 
keg to any beer in a standard metal 
package. Beer can be cooled in a 
matter of minutes, and overchilling 
is impossible. All beer in keg is kept 
at dispensing temperature at all times. 
Exterior protected by special alcohol 
and moisture proof finish which fa- 
cilitates cleaning. Trim is stainless 
steel or chrome. Each keg position 
occupies only 21 inches of bar space. 
Changing kegs is simple and quick 
and can be done without blocking 
aisle space. 


Air Register « e ¢ « « P-502 


Product: “Streamliner” series of 
registers and returns for air con- 
ditioning, cooling, and ventilating ap- 
plications. 

Manufacturer: 
Co., Cleveland, Ohio. 


Auer Register 


Features: Series includes models 
with single bank of adjustable bars, 
either vertical or horizontal, also 
double bank with front vertical and 
rear horizontal (or the reverse). All 
of these types also are available with 
the addition of multi-louvre valves in 
back. Improved style of bars are hol- 
low moulded, beveled on the edges, 
and create minimum resistance to air 
flow. Bars are pivoted on special ex- 
pansion inserts to create sufficient 
tension to keep them tight when set 
but still readily adjustable for any 
angle grouping desired. Shutters are 
pivoted on rivets to prevent vibration 
on high velocity outlets. 


Snap-Action Control e ¢ P-503 
Product: Model C4370 fixed tem- 


perature snap-action “Klixon” ther- 
mostat having enclosed contacts for 
protection against dust, oil, etc. 

Manufacturer: Spencer Thermo- 
stat Div., Metals & Controls Corp., 
Attleboro, Mass. 

Features: Can be mounted in re- 
cessed wells, on flat surfaces or sheet 
metal enclosures, and in space for 
control of air temperature. Can be 
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supplied with various temperature 
differentials in settings from -10 to 
550 F. Automatic type opens and 
closes automatically as temperature 
settings are reached. Also available 
with manual reset. Listed under Un- 
derwriters’ Laboratories for use 


where proper terminal enclosure is 
provided. Motor load rating of 14-hp, 
120-240 volts a.c., and a pilot duty 
rating of 125 volt-amperes, 120-240 


volts a.c. 


BUY FROM YOUR 
REFRIGERATION WHOLESALER 





BOOTH 
337-339, 


DAVISOW ae 


BEST BY EVERY TEST 


Water Valves « e @ @ @ P-504 


Product: Model 65 (illustrated) 
and 68V water regulating valves. 


Manufacturer: Automatic Prod- 
ucts Co., Milwaukee, Wis. 


Features: Due to gate design of 
these valves and modulating action of 
sliding valve seat, these valves can de- 
liver up to double the amount of 
water for corresponding increase in 
head pressure range usually con- 
sidered normal, thus eliminating the 
need for larger, more costly valves. 


SILICA GEL IS" 


, , a t = $ 
Get the facts, personally, on recent tests that 


prove PA 100 is the superior drying agent for: 
1 NON-CORROSIVE PROPERTIES—see for 


yourself this actual demonstration. 


2 MOISTURE REMOVAL—ask the Davison 
representative to show you the charts 
that prove better performance, even at 


160° F. 


= NON-DUSTING PROPERTIES—watch PA 
100 refuse to dust in the grueling test 


representing field conditions. 


See and work the Picture Dial thot 
illustrates your refrigerant drying 
problems. 


Remember, it’s Booth 337-339 at the 6th All- 
Industry Refrigeration and Air Conditioning Exposi- 
tion, Atlantic City Auditorium, November 14 to 18. 


VAL 
THE DAVISON CHEMICAL CORPORATION 


Feet heogh (lomithy ai9 BALTIMORE-3, MD. 


PIONEERS AND DEVELOPERS OF SILICA GEL 


Canadian exclusive agents for DAVISON SILICA GEL: 
CANADIAN INDUSTRIES LIMITED, Sales Division— Chemicals Department | 


*r. Mm 
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These valves handle the extra capacity 
and at the same time provide positive 
shut-off on the off cycle. New “Vee- 
Block” shaft seal and self-cleaning 
seat. Compact in size and easy to in- 
stall and adjust. Cannot be stopped 
by dirt, sand, or other impurities in 
the water. 


Service Analyzer e e @ P-505 


Product: “Start-O-Metic” analyz- 
er designed especially for use by com- 
mercial and domestic refrigeration 
service engineers. 

Manufacturer: Airserco 
Co., Inc., Pittsburgh, Pa. 


Mfg. 


Features: Unique feature is a 
special rocker switch, which is a 
spring return switch which provides 
a more rapid and effective motor re- 
versing function. When the rocker 
switch handle is released, the her- 
metic unit automatically starts in the 
correct direction. Complete testing 
and starting functions are available 
without special switching or circuit 
changes. Thus, serviceman may plug 
this instrument into either 110 or 220 
volts without setting up any special 
connections or taking any unusual 
precautions. 
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SEE THIS FAMOUS LINE IN ATLANTIC CITY 
IN NOVEMBER « BOOTHS Nos. 402-4-6, 501-3-5 


You can 
increase 

your profits 
because you can 


WATER-COOLED CONDENSING UNITS—Shell and Tube Type 


handle any 


AIR CONDITIONING « 


with 


Curtis 


The New Curtis line reflects the many 
advantages gained from almost a century of 
accumulated experience in engineering, 
designing and manufacturing. You can 
install Curtis equipment with the knowl- 
edge beforehand that it will operate 
dependably with the highest degree of 
efficiency and quietness. Your 

customer will be happy, your 
reputation enhanced, your 

profits greater. Write for 

complete detailed information 

about a Curtis franchise. 


CURTIS reFrRIGERATING MACHINE DIVISION 
of CURTIS MANUFACTURING COMPANY 
1915 Kienlen Avenue, St. Louis 20, Mo. 


R-49-17 
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REFRIGERATION * OR AIR MOVING JOB 


Nationally Advertised 
in Saturday Evening Post, 


Time and Newsweek 


PACKAGED TYPE AIR CONDITIONERS —2'2-8 Ton 


EVAPORATIVE CONDENS 


CENTRAL TYPE AIR CONDITIONERS—10 and 15 Ton 


95 YEARS 


4 


SUCCESSFUL 


aii 


CEILING and FLOOR TYPE AIR HANDLING UNITS 


71 





Corrosion Inhibitor « e« P-506 


Product: “Lektro-Tektor” anti- 
corrosion installation for sump tanks 
of evaporative condensers and cool- 
ing towers. 

Manufacturer: Marlo Coil Co., 
St. Louis, Mo. 

Features: This unit transfers con- 
stant electrolytic corrosive attack 
from the zinc galvanizing on sump 
tanks to the “sacrificial” Lektro- 
Tektor rod which is installed in the 


tanks slightly below water level. 


Oversize business 
without overstocking Gilmer V-Balts 


The 50 Gilmer V-Belts in Assortment 
No. 355 enable you to give quick, 
correct service on almost any refrig- 
erator drive. Sharp flexing and 
limited radiation space won't bother 
Gilmer V-Belts. They fight inner 
heating with their Rayon Pulling 
Cords, fully cushioned all-around 
and jacketed against the effects 
of air, gases, moisture, oil and dirt. 


Made to hold their length, cross- 
section and surface, Gilmer V-Belts 


hold their grip. Adding to these 
out-and-out selling features, the 
Gilmer No. 355 Assortment gives 
you a compact 8-hook Metal Wall 
Rack—plus the Gilmer Handimeter 
(patented) for instant belt measure 

plus Gilmer V-Belt Catalog for 
quick answers on any special needs 

plus Gilmer Inventory Card for 
simpler stockkeeping—plus ad 
expert's Window Display Card for 
pulling business your way with the 
power of the Gilmer name. 


You get set for profit by calling your Gilmer Distributor 


L. H. GILMER COMPANY, Tacony, Philadelphia 35, Pa. 


Division of United States Rubber Company 


LA 


See you in Atlantic City—REFRIGERATION SHOW—Nov, 14, 15, 16, 17, 18. 
Make your first stop at GILMER BOOTH No. 622—and come in often. 


NOVEMBER, 1949 « 





Electrons produced by this unit flow 
to the walls of the tank to render 
harmless the dissolved oxygen and 
other corrosive elements. In addition, 
a protective film is formed on tank 
walls as the continuous flow of current 
results in deposits of insoluble lime 
salts, and tank water is chemically 
conditioned to render it less aggres- 
sive. 


Motor-Fan Bracket @ e e P-507 
Product: Transaire Model MFB 


motor-fan-bracket assembly for re- 
placement use in hermetic refriger- 


| ation units, regardless of make. 


Manufacturer: Transaire Mfg. 
Co., division of Penn Electric Motor 


Co., Philadelphia, Pa. 


Features: Permits use of original 
mounting holes, without reference to 
model or catalog numbers. Can be 
installed by any qualified serviceman. 
Adjustable legs for vertical centering 
at any desired height. Available with 
four different sizes of impeller fans. 
Motor is totally enclosed to protect 
against dust. Can be operated con- 
tinuously or intermittently without ill 
effects. Rubber mountings and leads 
are oil resistant. Bolt holes in legs 
are slotted for variations in mount- 


ing 
ings. 


Liquid Cooler « ¢ ¢ ¢ ¢ P-508 
Product: D&R packaged liquid 


cooler. 

Manufacturer: Doyle & Roth 
Mfg. Co., Newark, N. J. 

Features: Designed to provide ac- 
curate control of chilled liquids, the 
packaged unit includes a complete 
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The Ideal Replacement Motors 


Kedmond 


SINGLE BEARING, SHADED POLE 


MoNnOoMOTORS 


MONOMOTORS with brackets constitute com- 
plete assemblies for replacement of worn out 
motors for hermetic or other refrigeration units, 


fans, ventilators and humidifiers. 


The kind of quiet operation you want, and a life- 
time supply of lubricant that you need, are built 
into these fine Redmond single-bearing Mono- 
motors. Extra large, permanently sealed oil 
reservoirs, isolated from heat, are loaded with 
inorganic fibre. This remarkable new material 
assures longer oil life and has unusually high 


oil-holding capacity. Lubrication of the large 


REDMOND ‘‘STANDARD LINE” 


bearing surface is pressurized. Accurate position- 
ing of the rotor in the field area is maintained by 
magnetic alignment. And strong cast iron encases 
the mechanism. 


Brackets, available in different heights, assure 
correct fan mounting ... each is equipped with 
rubber bumpers. 


When you replace old single-bearing motors, 
you'll do well to use these fine Redmond Mono- 
motors, built by the makers of 25,000,000 
dependable Redmond Micromotors. 


MONOMOTORS AND MICROMOTORS FOR REPLACEMENT 


ARE AVAILABLE FROM YOUR NEAREST 


WHOLESALER OF REFRIGERATION EQUIPMENT AND SUPPLIES 


IF THERE IS NO WHOLESALER NEAR YOU, WRITE TO REDMOND DISTRIBUTORS, INC., 420 LEXINGTON AVE, NEW YORK 17, N. Y. 
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refrigeration cycle including a heavy 
duty Freon compressor, motor and 


starter, and necessary controls. to 
maintain simple and safe operation. 
Shell and tube liquid cooler and re- 
frigerant condenser are designed to 
meet individual requirements of each 
application. Unit is completely shop 
assembled, ready for quick installa- 
tion and immediate operation. Avail- 
able in a range of sizes from 5 to 100 
tons of refrigeration. 


BUY FROM YOUR 
REFRIGERATION WHOLESALER 


a signature new to the trade but identifying 


one of the finest lines of refrigeration fit- 


tings on the market 


NEW ..cece 


a new organization, independent and pro- 


gressive but under the direct supervision of 


experienced personnel. 


a new service but represented by your regu- 


lar supplier of ‘engineered to fit’ FORGED 
FLARE NUTS and FITTINGS. QUICK 
COUPLERS. CHARGING LINES. 
STRAINERS. DRIERS. 


but ready to ship IMMEDIATELY to meet 
your requirements. 


ASK YOUR WHOLESALER 


Ce ee 


1111 NORTH FRANKLIN STREET 





° CHICAGO 10, ILLINOIS 


CANADA— 2025 Addington Avenue, Montreal 
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| controlled 
| temperature of 34 F. Heavy duty, 
| self-contained condensing unit. Drip 





Beverage Dispenser « « P-509 


Product: Model 120 Majestic re- 
frigerated beverage dispenser. 


Manufacturer: Majestic Enter- 
prises, Inc., Beverly Hills, Calif. 


Features: Prime feature is trans- 
parent Plexiglas bowl mounted atop 


| metal cabinet finished in baked white 


enamel and stainless steel. Inside this 
bowl, which has a capacity of over 5 
gallons, is a stainless steel revolving 


| paddle that keeps beverage in con- 


stant motion and insures uniform, 
full-bodied drinks. Thermostatically 


to maintain a _ constant 


pan and trimmings are lustrous green 
plastics. Faucet is finished in chrome- 


| nickel. 


Thermostat Guard e e e P-510 


Product: Stainless steel “Thermo- 
well” shield for “Thermoswitch” 


thermostats. 


Manufacturer: Fenwal, Inc., Ash- 


| land, Mass. 


Features: Offers suitable protec- 
tion without affecting functioning of 
thermostat unit. Essentially a stainless 
steel case into which the thermostat is 
fitted, it guards against excessive 
pressures, physical blows, attack by 
corrosive liquids or atmospheres, 
abrasion, or ambient effects which 
might influence functioning of the 
thermostat when its head protrudes 
from the medium being controlled. 
Permits removal of thermostat from 
tanks or other containers without 
need for removing liquids or gases 
they contain. 
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UP AND DOWN THE AISLES . . 
Continued from page 64 


cial water spray defrosting; attic and win- 
dow fan timers; standard time switches. 

YOU WILL MEET: Read W. Eldred general 
sales mgr.; Gerald G. DeMocko, mgr. re- 
frigeration division; Frank J. Hunter, dis- 
trict mgr. Philadelphia; Tom C. Casey, Jr., 
New York office. 


PENN ELECTRIC SWITCH CO. 
Booths 442, 444 


YOU WILL SEE: New Penn series 321 auto- 
matic hot gas refroster for completely auto- 
matic defrosting of commercial refrigerator 
evaporator coils; a complete line of refrig- 
eration controls including two-pole refrig- 
eration pressure and temperature controls, 
cooling thermostats, humidistats, water 
valves, strainers, line starters, and automatic 
defrosters. 

YOU WILL MEET: M. E. Henning, vice pres- 
ident and general mgr.; R. H. Luscombe, 
general sales mgr.; A. L. Rubel; A. W. 
Barr; E. A. Price; J. E. Corbett; J. P. Bow- 
en; F. X. Fessler; W. S. Lossie; John Mac- 
kinlay; district managers; Carlos Morgan, 
acting advertising mgr. 

SPECIAL EVENTS: A special section of the 
exhibit will be devoted to a large animated 
application diagram showing how Penn con- 
trols are used to control various types of re- 
frigeration systems, including the application 
of automatic defrosting by the hot gas 
method. 


BUY FROM YOUR 
REFRIGERATION WHOLESALER 


H. A. PHILLIPS & CO. 
Booth 644 


YOU WILL SEE: New Phillips liquid refrig- 
erant return system; cut-away float models; 
controls. 

YOU WILL MEET: W. V. Richards, chief 
engineer; D. A. Newton, New York rep- 
resentative; Mrs. H. A. Phillips. 


PINNACLE EQUIPMENT CORP. 
Booths 106, 108, 110, 112 


YOU WILL SEE: Delicatessen double duty, 
single duty, and full vision display cases; 
reach-in and bakery refrigerators; dairy re- 
frigerators. 

YOU WILL MEET: Harel H. Becker, presi- 
dent; John L. Achey, treasurer; Earl Chapin. 


POLAR HARDWARE CO. 
Booth 609 


YOU WILL SEE: New complete line of heavy 
duty super freezer frost breaker latches; a 
complete line of forged brass commercial re- 
frigerator hardware. 

YOU WILL MEET: George Blumenthal, sales- 
man; S. H. Blumenthal, salesman; H. Saul, 
sales mgr. 


QUIET-HEET MFG. CORP. 
Booth 706 


YOU WILL SEE: New 1950 34 hp model G-7 
Quiet Kool room air conditioner; new 
Quiet Dry 1/6 hp dehumidifying unit; new 
20-inch 2000 cfm room exhaust fan; new 
1950 2 hp model G-5 Quiet Kool room air 
conditioner. 


YOU WILL MEET: Eugene M. Peters, vice 
president; Seymour L. Sloan, sales mgr. 


RANCO, INC. 
Booths 626, 628 


YOU WILL SEE: New complete line of re- 
placement controls for household refrigera- 
tors; regular line of refrigerator controls for 
household and commercial use. 

YOU WILL MEET: G. E. Graff, sales mgr.; R. 
R. Dunlop, secretary; W. H. Stanley, assist- 
ant sales mgr.; C. M. Spelman, sales dept.; 
R. G. Raney, service engineer; M. S. Vidis, 
sales dept; A. C. Homeyer; H. M. Laird; 
C. E. Whipps; H. M. Goldberg; J. D. Mer- 
kle; F. G. Slagel; E. V. Dunbar; C. E. Boren. 


REDMOND COMPANY, INC. 
Booths 333, 335 


YOU WILL SEE: New 1/10 hp 4-pole shaded- 
pole motors with die cast cases; new 1/20 
hp 6-pole and 1/12 hp 4-pole shade-pole 
motors with drawn steel cases; representa- 
tive samples of 25 types of AC and DC 
motors (Micromotors) and blowers built in 
150 standard models, etc. 


BUY FROM YOUR 
REFRIGERATION WHOLESALER 





CYLINDERS 


. «for Refrigerant Gases 


MADE BY Lede 


Prest-O-Lite cold-drawn cylinders for refrigerant gases—Freon, Carrene, sulphur dioxide, 


methyl chloride—are available for prompt shipment from stock in 5-, 10-, 25-, and 35-Ib. sizes. 


Other sizes—50-, 100-, 150-lb.—or special sizes or designs can be quickly made to your 


specifications. 


Rugged, durable, dependable, Prest-O-Lire cylinders are engineered to take the knocks 


of rough handling and abuse. They more than meet the specifications of the Interstate Com- 
g g } | 


merce Commission and other regulatory bodies. They’re the first choice of those who demand 


the best. Send for full information today. 


THE Linpe Air Propucts COMPANY 


Unit of Union Carbide ond Carbon Corporation . 
30 E. 42nd St., New York 17, N. Y. Offices in Principal Cities : 


In Canada: DOMINION OXYGEN COMPANY, Limited, Toronto 


Pi gas: 


sions TS oR 
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NO ORDER T00 
LARGE OR TOO SMALL! 


= The term “‘Prest-O-Lite” is a trade-mark 
a! of The Linde Air Products Company. 
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REFRIGERATION APPLIANCES, 

INC. 

Booths 552, 554 

YOU WILL SEE: New “Breez-E-Fex” con- 
sole model remote type air conditioning 
unit for direct expansion or chilled water 
refrigerant; models of company’s Fan-E- 
Fex, Comf-E-Fex, Strat-E-Fex, Strat-E-Fex 
Jr., Fan-E-Fex Jr., and Zer-E-Fex units. 

YOU WILL MEET: E. Niederer, president; 


Hugh D. Smart, executive vice president; 


F. A. Klaas, production mgr.; B. J. Homkes, 
chief engr.; A. O. Beamer, assistant sales 
mgr.; E. J. Erl, engineer 


BUY FROM YOUR 
REFRIGERATION WHOLESALER 


REFRIGERATION ENGINEERING, 

INC. 

Booths 111, 113, 115, 117 

YOU WILL SEE: New Recold Dri-Fan cooling 
tower; new Recold air conditioning units; 
new Recold air conditioning coil; Recold 
Dri-Fan evaporative condenser; Recold 
water defrost; Supreme and Tiny Mite 
evaporators. 

YOU WILL MEET: H. T. Jarvis, vice president 
and general mgr.; Dan D. Wile, chief engi- 
neer; Sterling Smith, direct factory repre- 
sentative. 


REFRIGERATED EQUIPMENT 
SALES CORP. 


Booth 213 
YOU WILL SEE: New ice cube makers; soda 


59-8143 
59-8128 


DESIGN LEADER FOR THESE AND MANY MORE 
COMMERCIAL AND DOMESTIC APPLICATIONS 


@ REACH-IN CABINETS @ DISPLAY CASES © BACK BARS 

@ DRAFT BEER EQUIPMENT © BOTTLED BEVERAGE COOLERS 
@ STOKERS © MILK COOLERS © FLORISTS BOXES 

@ COIN-OPERATED REFRIGERATED DISPENSING MACHINES 

@ LOW TEMPERATURE HORIZONTAL OR VERTICAL CABINETS 
@ MANY OTHER TYPES OF REFRIGERATING EQUIPMENT 


Distinctive styling ... easy application . . . proven 
dependability .. . these are a few of the numerous adv- 
tages offered you with National Lock refrigerator 
hardware. Ask your jobber for complete information and 


prices. 


Prompt delivery is assured on all items. 


Oe 


ROCKFORD, ILLINOIS e REFRIGERATOR HARDWARE DIVISION 


fountain bobtails; soda fountainettes. 
YOU WILL MEET: Bernard A. Sherman, vice 
president; Charles Q. Sherman, president. 


REMCO, INC. 
Booths 727, 729 


YOU WILL SEE: New heavy duty Cross-Flo 
drier filters and standard duty driers with 
molded ducal drierite with spun ends; new 
E-Z-See leakproof liquid indicators with 
flare x flare, flare x female flare x sweat 
connections; new Frost-Tite flare nuts with 
forged relief slots guaranteed not to loosen, 
crack or split; driers; drier-filters; accumu- 
lators; accumulator-driers; liquid indicators; 
flare nuts. 

YOU WILL MEET: Ken Newcum, president; 
Charles S. Pekich, assistant secretary; fac- 
tory representatives Chas. W. Wilmes, St. 
Louis; Arthur K. Johnston, Portland, Ore.; 
Thomas E. Scott, Flushing, New York; Bert 
Paton, Vancouver, Canada; James E. O’- 
Brien, Minneapolis, Minn.; Engene Smith, 
Los Angeles, Calif.; O. E. Stevens, Atlanta, 
Ga.; Norman M. Dunning, Pittsburgh, Pa. 

SPECIAL EVENTS: Specially built demonstra- 
tion unit to be in operation for the dura- 
tion of the Show, showing the above prod- 
ucts under actual service conditions. Also 
apparatus to demonstrate amount of mois- 
ture removed and retained by Molded Du- 
Cal Drierite, Silica Gel, and other drying 
agents under practical service conditions. 


| REMINGTON AIR CONDITION- 


ING DIV., REMINGTON CORP. 
Booth 531 


YOU WILL SEE: New 4-Season console unit 
with heating as well as cooling; new Marine 
console specially designed for shipboard in- 
stallation; new hermetic compressors for 
15% lower operating costs; new hand- 
rubbed imported wood cabinets; full line of 
window sill and console type room air con- 
ditioners, 2 to 134 hp air and water cooled 
for AC and DC. 

YOU WILL MEET: Herbert L. Laube, pres- 
ident; M. Mark Watkins, vice president; 
William H. Peters, assistant sales mgr.; 
E. Moise Johnson, southeastern district mgr. 


RESISTOFLEX CORP. 
Booth J 


YOU WILL SEE: New flexible refrigerant 
hose assemblies for use as liquid and suc- 
tion lines and as vibration absorbers, with 
hose impermeable to Freons and methyl 
chloride and fittings at each end which are 
vibration-proof and gas-tight; sheets and 
molded products for use as gaskets, pack- 
ings, diaphragms, etc. 

YOU WILL MEET: Herman E. Krebs, vice 
president; A. N. T. St. John, technical 
director; Theodore R. Thierry, sales develop- 
ment engineer; Heinz H. Wulff; special 
products dept. 


ROME-TURNEY RADIATOR CO. 
Booth 248 
YOU WILL SEE: New Rome finned tubing; 


new sizes and types of fins; new water 
cooled condenser coils and similar heat 
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transfer products; air cooling coils; air 
heating coils; intercoolers and after coolers. 
YOU WILL MEET: W. L. Lynch, president; 
J. M. Shannon, sales dept.; Thos. Murphy, 
sales dept.; E. J. Parry, engineering dept. 


SCOVILL MFG. CO. 
Booth 715 


YOU WILL SEE: Scovill’s new line of Uniflare 
tube fittings; standard and special industrial 
fasteners. 

YOU WILL MEET: V. A. Hedberg, sales megr., 
screw machine products division; S. Lucas; 
W. H. Hill, sales mgr., industrial fastener 
division; W. Bice, industrial fastener sales; 
K. W. French, advertising department. 


SERVEL, INC., ELECTRIC 
REFRIGERATION DIV. 

Booths 456, 458, 455, 457 

YOU WILL SEE: Display emphasizing im- 


proved design features of company’s line of 
condensing units; typical models represent- 


ing all sizes of the Supermetic line, from | 


Ys through 3 hp, will be shown; plexiglas- 
enclosed demonstrator will give an “inside 


view” of two operating models of the | 


hermetic line. 


YOU WILL MEET: Sales and engineering | 


representatives from the Servel factory and 
from each of the company’s national ter- 
ritories. 


SHERER-GILLETT CO. 
Booth 813 


YOU WILL SEE: Model 2806 six-foot double 
deck open type case; Model 20-21M 20 cu. 
ft. reach-in refrigerator with ice-maker 
coil. 

YOU WILL MEET: J. H. Coolidge, president; 
L. O. Bower, vice president in charge of 
sales; J. S. Twist, sales representative. 


SPORLAN VALVE CO. 
Booths 315, 317, 319 


YOU WILL SEE: New large sized replaceable 
core “Catch-Alls” filter-driers which are 
rated on a “liquid flow” basis and not on 
a “tonnage” basis, using the same desiccant 
as is used in the popular small capacity 
“Catch-All” models; thermostatic expansion 
valves, solenoid valves, solenoid pilot con- 
trols, modulating pilot controls, refrigerant 
distributors, strainers, and “Catch-All” 
filter-driers. 

YOU WILL MEET: H. T. Lange, president; 
H. F. Spoehrer, vice president and treasurer; 
W. T. Carmody, controller and director of 
customer relations; W. F. Wischmeyer, chief 
engr.; C. C. Grote, eastern sales mgr.; 
Merle G. Haynes, western sales mgr.; sales 
engineers J. T. Barry, St. Louis; J. E. Dan- 
nels, Cleveland; E. C. Fockler, Chicago; 
A. J. Javes, New York; W. H. Krack, Los 
Angeles; D. M. Lawson, Atlanta; P. J. Mc- 
Carty, Dallas; W. A. Reichenbach, New 
York; T. H. Silary, Philadelphia. 


BUY FROM YOUR 
REFRIGERATION WHOLESALER 





SPENCER THERMOSTAT DIV., 

METALS & CONTROLS CORP. 

Booths 427, 429, 431 

YOU WILL SEE: New combination dome 
mounted protector and starting relay for 
hermetics and new line of fixed tempera- 
ture thermostats, both open and hermetically 
sealed; “Klixon” inherent overheat motor 
protectors, circuit breakers, fixed tempera- 
ture thermostats and temperature and pres- 
sure relief valves; also general plate “Tru- 
flex” thermostat metal and electrical con- 
tact materials. 

YOU WILL MEET: Engineering and sales 
representatives from headquarters and the 
various field offices. 


BUY FROM YOUR 
REFRIGERATION WHOLESALER 


— REFRIGERATION 


Booths 630, 632 


YOU WILL SEE: A new line of “equalized 
distribution” evaporators; condensers and 
receivers. 

YOU WILL MEET: Harry Goldberg, president; 
Richard Levin, engineer; R. E. Cook, sales. 


EMIL STEINHORST & SONS, INC. 
Booths 835, 837, 839 


YOU WILL SEE: New Steinhorst “Challenger” 
freezer models in 12 and 20 cu. ft. ca- 
pacities, a lower priced line with one top- 
opening counterbalanced lid; a new side- 
opening spray-type milk cooler; deluxe line 
of Steinhorst freezers in 12, 18% and 26 


Dont miss the prize 


beauties of them all! 
| fe Abtlantic City AU-Industry Show 
Nov. 14 through 18 


| If they held a contest for refrigeration instruments, 
Marsh and Electrimatic would be sure winners. 
You'll agree with this when you visit our 


40 


Refrigeration Gauges — 
Pressure compound, com- 
pound retard, ammonia, cor- 
responding temperature types. 


Dial Thermometers — 
“Serviceman” testing types, 
rigid stem, remote reading. 


ft. of refrigeration instruments 


SFE TEES 


at Booths 249-251-253-255 


Yes, we said “Electrimatic!” In case you missed 
the announcement, we have purchased the highly 
respected Electrimatic valve line and it is right 
now being made still better in the Marsh plant. 

So, you’ll not only see the new developments 


in Marsh refrigeration gauges and Dial Ther- 
mometers, but also the newly acquired Electri- 


Electrimatic 


matic line of control valves and regulators. Drop 


in, and we'll tell you all about it. 


Marsh Instrument Co. . . . Thé Electrimatic Co. 


Sales affiliates of 


1S. P. MARSH corporation 


Skokie, Ill. 
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Control Valves and Regula- 
tors — Condensing water 
regulators, back pressure 
regulators, suction throttling 
valves, solenoid stop valves, 
liquid and suction stop valves, 
solenoid unloader valves, 
strainers. 





cu. ft. capacities; 
milk 

YOU WILL MEET: Henry Steinhorst, presi- 
dent; Robert Steinhorst, factory salesman; 
Emerson Roser, factory salesman; Stanley 
Talbot, distributor; Daniel Sweeney, factory 
representative. 


STERLING AIR CONDITIONING 
CORP. 
Booth 109 


YOU WILL SEE: New % hp air cooled win- 
dow air conditioning unit, 12,000 Btu/hr 
capacity; new 34 hp air cooled window unit, 
8800 Btu/hr; new 34 hp console (Freon 
22), 9000 Btu/hr; new 5 ton package unit, 
60,000 Btu/hr capacity; Ys and % hp 
sealed unit dehumidifiers. 


regular immersion-type 


YOU WILL MEET: James L. Lucas, president; 
Robert L. McLellan, chief engr.; Thomas 
Armat Jr., sales. 


SUB-ZERO FREEZER CO., 

Booths 250, 252, 254 

YOU WILL SEE: New line of Sub-Zero “Cas- 
cade” milk coolers in three different sizes; 
Sub-Zero upright cabinets in 14, 18, 24 and 
30 cu. ft. capacities; a Model 200 walk-in 
two-temperature cabinet. 

YOU WILL MEET: W. F. Bakke, president; 
L. C. Bakke, vice president; distributors of 
Sub-Zero products from various territories. 


SUN OIL CO. 
Booths 541, 543, 545 
YOU WILL SEE: The line of Suniso refrigera- 


INC. 


UNIT 
NO. 4120 


ROTARY SEAL 
REPLACEMENT UNITS 


for Commercial, Semi-Commercial, Air Conditioning and House- 
hold Refrigerator Compressors. . 


performance over 18 years. 


Tested by time, proved by 


. Simplicity in construction—easy in- 


stallation—efficient operation—economy—you get every one of these 
important features in ROTARY SEALS! 


AVAILABLE IN 
OVER 848 
MODELS 


"Seal with 


mechanical 


AT ALL 
LEADING 
JOBBERS 


Certainty!” 


he BUT: | 
yr haa 


2020 NORTH LARRABEE STREET 
CHICAGO 14, ILLINOIS, U.S.A. 


CANADIAN AGENT: 


2025 ADDINGTON AVENUE 


MONTREAL 28, QUEBEC, CANADA 
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tion oils. Laboratory equipment for the 
determination of low-temperature waxing 
characteristics of oil-refrigerant mixtures 
will be used to demonstrate characteristics 
of Suniso “G” oils, and to show the sig- 
nificance of the floc test. 

YOU WILL MEET: M. A. Markley, general 
mgr., industrial products dept.; Dr. E. S. 
Ross, chief, refrigeration oils section, in- 
dustrial products dept.; W. G. Beattie, 
Detroit division mgr.; Laurens H. Fritz, 
assistant advertising mgr. for industrial 
products. 


SUPERIOR VALVE & FITTINGS 
co. 
Booths 415, 417 


YOU WILL SEE: Some new products will be 
introduced at the Show, but details were 
not available at the time this issue went to 
press; also shown will be glove valves, 
driers, liquid indicators. 

YOU WILL MEET: W. A. Siegfried, president; 
G. R. Allen, general sales mgr.; |. A. Wil- 
son, Chicago district mgr.; R. C. Robertson, 
New York district mgr.; Kurt Rose, West 
Coast representative; J. W. Overend, Pitts- 
burgh representative; Robert Stiles, Thomas 
Cunningham, sales representatives; F. N. 
Robson, assistant sales mgr. 


SUPER-COLD NEW YORK CO., 
INC. 
Booths 643, 645 


YOU WILL SEE: Super-Cold self-service dis- 
play cases and “Salesmaster” reach-in com- 
mercial refrigerators. 

YOU WILL MEET: Joseph W. Lipak, vice 
president and general mgr.; K. Q. Meade, 
wholesale mgr.; R. E. Rudolph, sales mgr., 
Philadelphia branch. 


NO "HOT" MUSIC HERE 


Well, its here—a combination refrigerator 
and radio. General Air Conditioning Corp., 
Los Angeles, has introduced a 4% cu. ft. 
refrigerator with a super heterodyne radio 
mounted in the door. Called the “General 
Joy,” the refrigerator is 23” wide, 20” 
deep and 44” high, has a vegetable bin, 
and is powered by a Tecumseh sealed unit 
carrying a five-year guarantee. The new 


| unit was designed for use in apartments, 
| motels, trailers, 


resort cabins and hotels. 
The built-in radio is said to have fine tone 
qualities, the refrigerator door acting as a 
sound baffle. The new refrigerator is avail- 
able without the radio, if desired. 
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TECHNIFLEX CORP. 
Booth 211 


YOU WILL SEE: New “Nylo-Flex” charging 
line, a nylon braided and nylon dipped hose 
equipped with quick couplers each end; new 
“angle vibration eliminator” for installa- 
tions requiring two vibration eliminators at 
right angles; refrigerator door gaskets, 
motor and condensing unit mounts; door 
gasket corner and radius notchers; line 
check valves; sight glass; capillary replace- 
ment; dehydrator, heat exchangers, ac- 
cumulators. 


YOU WILL MEET: Norman A. Gaboriault, 
president; Anthony S. Ryback, sales mgr.; 
Donald E. Romine, chief engr. 


TECUMSEH PRODUCTS CO. 
Booths 202, 204, 206 


YOU WILL SEE: Tecumseh’s new Compact 
hermetic units and compressors: the small 
dimensions of this unit make it especially 
adaptable to use in modern refrigerators 
in which food compartment is carried almost 
to the floor; other products shown will 
include company’s complete line of con- 
ventional and hermetic units; hermetics 
will include models from 1/9 to 3/4 hp for 
application with F-12 or F-22 and conven- 
tional models will cover range from 1/6 to 
1/2 hp. 

YOU WILL MEET: F. K. Smith, director of 
sales; C. M. Brown, general manager; F. G. 
Purcell, assistant general mgr.; L. W. Lar- 
sen, sales mgr.; V. A. Wilkinson and A. E. 
Boyea, export department; and about 15 
field representatives. 


TEMPRITE PRODUCTS CORP. 
Booths 610, 612, 614 


YOU WILL SEE: A complete display of the 
general line of instantaneous water and 
beverage coolers, refrigeration accessories 
including oil separators and pressure con- 
trol valves, together with various models of 
self-contained drinking water coolers and 
the new line of carbonators. Both water 
coolers and carbonators will be in operation. 
Cut-away models of all products will be 
shown. 

YOU WILL MEET: Lud Emde, general mgr. 
and vice president; James J. Goodwin, sales 
mgr. eastern div. and advertising mgr.; O. F. 
Nelson, sales mgr. western div.; Earl Jen- 
nings, service mgr.; field representatives 
from various territories. 


TENNEY ENGINEERING, INC. 
Booths 338, 340 


YOU WILL SEE: A new line of unit coolers; 
new Tenney convector; household evapora- 
tors; Tenney Defrostolator, mullion unit, 
finned coil and pan, “Mighty Midget” unit 
cooler, thermostatic expansion valve; ice 
maker. 

YOU WILL MEET: Monroe Seligman, presi- 
dent; Cleve A. Sewell and Robert H. Brown, 
vice presidents; Sidney Shapiro and Thomas 
Warren, sales engrs.; Saul S. Schiffman, 
treasurer; Morris Bloom and Vincent Bor- 
rowdale, sales dept. 





EMERY THOMPSON MACHINE 
& SUPPLY CO. 
Booths 428, 430 


YOU WILL SEE: 10-quart, 20-quart and 40- 
quart Freon ice cream freezers, also harden- 
ing cabinets and dispensing cabinets. 

YOU WILL MEET: J. M. Treble, Robert 
McCluskey, Frank Gumbs. 


TYLER FIXTURE CORP. 
Booths 533, 535, 537, 539 


YOU WILL SEE: Tyler's new 1950 line of low 
temperature open-type self-service equip- 
ment for food stores, which includes Model 
SO8WDV 8’ continuous double duty produce 
display case; SOSWTM 8’ continuous top 
display meat case; S3D8M 8 continuous 


three-shelf dairy case; other products to be 
shown include SF8L 8’ low style trozen tood 
self-service case, RS34 two-door self-con- 
tained reach-in box, RB6 6’ “Dry-Kold” 
underbar beverage cooler, SIOWT 10’ con- 
tinuous conventional top display case HC12C 
12 cu. ft. Harderfreez home freezer. 

YOU WILL MEET: R. L. Tyler, president; 
J. K. Krall, executive vice president; Paul 
Jackel, general sales mgr.; J. B. Hennion, 
sales promotion mgr.; R. E. Campbell, 
eastern mgr.; Richard Schaffer, Atlantic 
mgr.; Rex Holmes, New England mgr. 


TYPHOON AIR CONDITIONING 
co., INC. 
Booths 306, 308, 310, 312 


YOU WILL SEE: The new Typhoon 15 and 





Frozen Food Merchandiser 
With Eye Appeal because 
you can see the display. 


1950 


Triple Deck Merchan- 
All three decks refrigerated. 


Gor 


diser. 


COMPLETENESS 


Self Service Meat Case. 
stocked from front or back. Single 
or continuous display. 


Can be 


Double Deck with Double 
Duty Storage. The all 
purpose case for Self 
Service. 


i 


. 3 : 
; 
s a 
° , 
E @ 


_ 


OF LINE 


Walk-in Storage and Self 
Service Coninessye- 
With sliding door display 

for Foods °* 


Federal “Quality Built’ Peak 
of Refrigeration Protection 
Refrigeration 


All Steel Clad Walk-in Stor- 
age. All sizes and types. 


Leadership for over 30 years. 
FEDERAL REFRIGERATOR MFG. CO. 
Waukesha, Wisconsin 


Store Tested * Low Cost 


Three Shelf Double Duty, 
in two popular sizes for 
Delicatessen or Bakery. 


Dough Retarders. De- 
signed by the baker, 
for the baker. 


Pees eesseeseseS See eSeasesesessesessssosasseseseesees4 


(] FROZEN FOOD CASE 


City 
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FEDERAL REFRIGERATOR MFG. CO., Waukesha, Wis. 


GENTLEMEN: Please send further information on line of 
( WALK-IN COOLERS 


(] DISPLAY CASES 
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Paragon 
CHRONO-SPRAY 


FAIL-SAFE TIME CONTROLS 
for water-spray 


series MG-3 


for Locker Plants, Big Unit 

Coolers, Walk-in Boxes, Air Con- 
ditioning, Breweries, Dairies, etc. 
Provides three adjustable periods: 
delay, water spray, and drain. “Fail 


safe” feature prevents evaporator fans 


from running during water spray 


cycle when unit is being defrosted. 


See your jobber or write for free 
bulletins and installation data. 


Pa ragon ELECTRIC COMPANY 


1688 TWELFTH STREET 
TWO RIVERS, WISCONSIN 
America’s Foremost exclusive 
manufacturer of Time Con- 
trol Switches for all uses, 
including ‘“‘de-frost-it’’ for 
*domestic refrigerators, only 





20 ton self-contained air conditioners and 
evaporative condensers, along with the new 
totally enclosed high side unit; also the 
company’s complete line of new 1950 models 
in self-contained units, 142, 2, 3, 5, 7% 
and 10 tons, with evaporative condensers. 


| YOU WILL MEET: J. F. Dailey, president; 


E. L. Garfield, treasurer; Don V. Petrone, 
vice president; M. M. Kabili, chief engr.; 
A. E. Weber, assistant chief engr.; Don J. 
Dailey, John E. York, P. E. Carter, district 
mgrs. 


| ULTRA-VIOLET PRODUCTS, INC. 


Booth 527 


YOU WILL SEE: New “Mineralight” ultra- 
violet fluorescent analysis lamp for detec- 
tion of oil at leaks in refrigeration systems; 
“Sterilaire” ultra-violet germicidal lamp for 
use only in refrigeration temperatures. 

YOU WILL MEET: Thomas S. Warren, presi- 
dent; J. Leslie Goodson, vice president and 
sales mgr. 


UNITED MFG. & SERVICE CO. 
Booth 506 


YOU WILL SEE: Molded rubber sockets, Nu- 
Blok Jr. junction block; wiring harnesses, 
power supply cords, miscellaneous devices. 

YOU WILL MEET: Halbert W. Hoard, presi- 
dent; Thomas A. Vallee, assistant sales mgr. 


UNITED STATES AIR 
CONDITIONING CORP. 
Booths 138, 140 


YOU WILL SEE: New 1950 models of the 
usAIRco store conditioner, console room 
air conditioner in blond mahogany cabinet, 
Y2 ton window unit, refrigerated Kooler- 


HUBBELL BACK PRESSURE REGULATORS 
for ALL REFRIGERANTS 


1000 TONS 


WITH THE SAME ACCURATE 
CONTROL 


See us at BOOTH 502 


HUBBELL 
319 N. Albany Ave., 


CORPORATION 
Chicago 12, IIlinois 





Aire, Modu-aire (new individual room unit 
for multi-room buildings), and a brand-new 
usAIRco unit which will be unveiled at tne 
show. 

YOU WILL MEET: A. A. Feinberg, president 
and general mgr.; L. P. Hanson, vice presi- 
dent in charge of sales; D. E. Feinberg, 
mgr. refrigeration div.; B. Leventhal, eastern 
div. field representative; N. R. Miller, 
eastern div. mgr.; M. J. Stuart, adv. mgr. 


UNIVERSAL COOLER DIV., 
NEWPORT STEEL CORP. 
Booths 602, 604, 606 


YOU WILL SEE: New % and 1 hp hermetic- 
ally sealed condensing units and compressors 
similar in design to the smaller hermetic 
equipment now being produced by the com- 
pany; a complete range of refrigeration 
units, both hermetically sealed and open 
type, in sizes ranging from Ye hp through 

hp. 

YOU WILL MEET: Dan Robertson, general 
mgr.; J. P. Scott, director of sales; W. W. 
Higham, director of engineering; D. L. Taft, 
service mgr.; E. D. Halsey, sales supervisor; 
B. W. Wiant, assistant sales mgr. 


VICTOR PRODUCTS CORP. 
Booths E, F, G, H 


YOU WILL SEE: New 1950 model freezers 
and reach-in refrigerators; new drop-in 
type milk coolers; new beverage cooler; 
also a frozen food merchandiser, walk-in 
room unit, and an ice maker unit. 

YOU WILL MEET: J. K. Noel Sr., president; 
J. K. Noel Jr., vice president; W. L. Cur- 
rie, sales engineer; B. C. Davison, J. L. 
Cooper, Kelly Byler, J. C. Clayton, district 
sales mgrs.; R. P. Jeffrey, advertising mgr. 


VICTORY METAL MFG. CORP. 


| Booths 534, 536, 538, 540 
YOU WILL SEE: New “Sta-Kold” line, an 


all-metal line especially designed for sales 
in the lower price brackets, using same 
components as in standard “Vimco” models 
and same gauge stainless steel; also stand- 
ard Vimco models. 

YOU WILL MEET: A. Raymond, president; 
A. DiAngeles, vice president. 


VIKING COPPER TUBE CO. 
Booth 416 


YOU WILL SEE: An exhibit introducing the 
“Viking” line of copper refrigeration tubing 
to the industry. 

YOU WILL MEET: Bailey L. Ozer, president; 
Frank W. Jamieson, sales mgr.; Edwin C. 
Walter, vice president. 

SPECIAL ACTIVITIES: Hospitality suite, Ritz- 
Carlton hotel. 


VIRGINIA SMELTING CO. 

Booths 556, 558 

YOU WILL SEE: An actual demonstration 
showing how Presstite Tape stops cold pipe 
condensation; various uses of Permagum 
also will be shown; a new two-component 
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mastic for applying insulation and sound- 
proofing materials to ductwork, concrete, 
etc. will be introduced; data on Virginia 
refrigerants will be available. 

YOU WILL MEET: A. K. Scribner, general 
mgr.; Dr. M. A. Kise, director research and 
development; H. B. Channon, mgr. technical 
service; R. H. Israel, sales mgr., refrigera- 
tion dept.; H. T. Palmer, assistant sales 
mgr., refrigeration dept.; J. R. Eldridge, 
N. Y. district mgr.; district representatives 
W. C. Dever, Detroit; F. W. Binns, Boston; 
W. B. Arbuckle, Houston; G. A. Anderson, 
New York; A. J. Nelson, Denver; E. V. 
Dunbar, Atlanta; Frank L. Linn, represent- 
ing Presstite Engineering Co., St. Louis. 

SPECIAL ACTIVITIES: Informal sales meet- 
ing of executives and field personnel. 


WABASH MFG. CO. 
Booths 450, 452, 454 


YOU WILL SEE: New E-Z-Tote carrier for 
5 lb. refrigerant cylinders; new Wabash 5 
Ib. sulfur dioxide cylinders; new offset 
hermetic driers and strainers; “oversize” 
brass driers, steel driers, strainers, capillary 
tubes, hi-side floats, Sep-Returns, accumu- 
lators, fittings, silver solder rings and flux, 
speed couplers, charging hoses. 

YOU WILL MEET: E. W. Mack, president; 
R. E. Caplan, sales mgr. 


WAGNER ELECTRIC CORP. 
Booths 342, 344 


YOU WILL SEE: A strobocopic demonstration, 
showing operation of the ‘3,000,000 starts 
and stops” switch used on Wagner ca- 
pacitor-start motors; also shown will be 


representative single-phase and polyphase 
motors for domestic and commercial refrig- 
eration equipment, including cutaway 
models for shown design and construction 
details; handy kits of genuine Wagner 
motor repair parts for refrigeration service 
men. 

YOU WILL MEET: J. H. Devor, vice president 
in charge of sales; H. A. Hudson, mgr. of 
sales, electrical div.; M. H. Nelson, mgr. 
resale sales; L. C. Dobrunz, sales promotion 


mgr.; B. L. Britt, electrical service mgr.; 
G. L. Neely, Syracuse sales; L. A. Murphy, 
New York branch mgr.; J. J. Scheid, St. 
Louis sales; R. W. Larson, New York sales; 
M. B. Atkinson, Detroit sales; A. F. Duern- 
burger, Detroit sales. 


WAGNER TOOL & SUPPLY 
CORP. 
Booths 738, 740 


YOU WILL SEE: New “Strain-O-Kap” com- 
bination strainer and capillary tube; new 
chemical solvent “Hep” for removal of car- 
bon and sludge; new inside replacement 
terminals; outside replacement terminals, 
tools, check valves, flapper valves, vanes. 


YOU WILL MEET: William Wagner, presi- 
dent; Robert Siegel, sales mgr.; George Wil- 
son, representative; Robert Kastle, tech- 
nician. 

SPECIAL ACTIVITIES: Demonstrations of 
“Hep” will be given throughout the Show 
hours; samples will be distributed while 
supply lasts. 


WALTON LABORATORIES, INC. 
Booths 421, 423, 425 


YOU WILL SEE: Residential and office type 
models of the Walton humidifier, as well 
as industrial and commercial models of these 
units. 

YOU WILL MEET: J. R. Lewis, industrial 
sales manager; John B. Feldermann, adver- 
tising manager; B. W. Dickinson, sales 
representative. 


WEATHERHEAD CO. 
Booths 507, 509 511 


YOU WILL SEE: New line of large size relief 
valves; copper dehydrators and strainers; 
receivers; combination accumulators and 
driers; accumulators; capillary line low side 
copper driers; both brass and steel valves 
for hermetic application; complete line of 
SAE brass fittings and flare nuts; cutting 
and flaring tools. 

YOU WILL MEET: Chas. H. Boylan, manager 
of sales, refrigeration div.; G. P. Robers, 
manager of sales, jobbing div.; Leigh Taylor, 
manager of sales, Canadian branch; John 
Szitar, engineer; Howard Lawson and Ed 
Nally, salesmen. 


Continued on page 88 





SALES POSSIBILITIES EVERYWHERE 


The complete Tyler line of welded-steel Commercial Re- 
frigerators and Display Cases meets all requirements of 
food stores, markets, super-markets, hotels, restaurants, tav- 


Tyler Open Meat and 
Dairy Cases 


Tyler Open Vegetable Cases 


TYPICAL 
PVLER CASES 


Dry-Kold Beverage Cooler 


Airline Shelving 


oro oe 
By 
a a, 
| . 


FOR FOOD 
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Tyler Meat Display Case 


erns, bakeries, florists, cafeterias, colleges, diners, drugstores, 
delicatessens, hospitals, institutions — anywhere perishables 
are stored or sold. Tyler Fixture Corp., Niles, Michigan. 


Tyler Open Three-Shelf 
Meat and Dairy Cases 


REFRIGERATION 





Full view: Carrier new 
7% hp self-contain- 
Close-up of the Carrier compressor unit equipped with Allen- ed air-conditioner. 
Bradley Bulletin 709 Solenoid Starter, 


Carrier |AIR-CONDITIONERS 


B equipped with 
Trouble-Free Motor Controls 


\QualityZ 


WHY ARE ALLEN-BRADLEY STARTERS SO POPULAR for air- 
conditioning service? . . . Because they are trouble-free. Only one 


moving part. No pivots, pins, or bearings to corrode or stick . . . no 
jumpers to break. You install them ... and forget them! 


NO CONTACT MAINTENANCE. Allen-Bradley patented silver 


alloy contacts never need cleaning, filing, or dressing. 


DEPENDABLE OVERLOAD RELAYS. Allen-Bradley thermal re- 


Bulletin 709 Solenoid Motor Starter lays are accurate and dependable even after long service. 
for automatic refrigeration control. 


White interior reflects light in dark The A-B trademark stands for millions of trouble-free operations. 


comers. Ample wirtng space. Allen-Bradley Co., 1340 S. Second St., Milwaukee 4, Wis. 
ALLEN-BRADLEY AIR-CONDITIONING AND REFRIGERATION CONTROLS 


PRESSURE AND TEMPERATURE MANUAL 


AUTOMATIC COMBINATION HEAVY COMPRESSION 
CONTROLS 


STARTER STARTER STARTER STARTER 


High-pressure 
cutout and mo- 
tor starter in 
same enclosure. 
Temperature 
controls can be 
mounted with 
motor starter 
in same way. 
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This has been a year of expansion for Texas Refrigeration Supply Co., wholesaler of refrig- 
eration and air conditioning equipment with headquarters in Fort Worth, as these pictures 
indicate. Top photo shows a group of customer's trucks lined up outside Tersco’s new Fort 
Worth store, which was opened last March. Bottom picture is an interior view of the firm's 
new Dallas branch, opened in August. Managed by Charles L. Wachholtz, this branch serves 
the East Texas area, while the Fort Worth store covers the territory west to the 
New Mexico line. 


TWO TRUCKS SPEED OBERC'S DELIVERY SERVICE 


Delivery service featured by J. M. Oberc, Inc., one of Michigan’s pioneer refrigeration supply 
jobbers, has increased to a point where a second truck has been added to serve the Detroit 
area. Deliveries are now made in the several sections of the Detroit trading area several times 
each week and “‘special’’ deliveries are made immediately when a refrigeration system is out 
of service. The company maintains one branch in Detroit and another in Lansing, Michigan. 
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PREMIER 


SHOWING 


OF A NEW 
DEVELOPMENT 
IN MODERN 
BEER 
DISPENSING 
EQUIPMENT 
On Display At 
Booths #347 - 349-351 
Atlantic City Exposition 


It's New — It’s Practical — 
It’s Tops 
Another First From: 


LA CROSSE 
COOLER CO. 


2809-17 Losey Bivd., So. 
LA CROSSE, WISCONSIN 








SPECIFY 


WHEN YOU NEED 


PARTS FOR 
COLDSPOT 
COMPRESSORS 


Save time and money 
by ordering all parts for 
Coldspot from Delavan. 
Write for Coldspot 
parts list. 


SEE US AT 
BOOTH 860 
ALL-INDUSTRY EXPOSITION 


DIE 


MANUFACTURING 
COMPANY 


3009 SIXTH AVENUE 
DES MOINES 13, IOWA 





ICT Cray 


right with RANCO | 
—most complete line of replacement 


Te Ml Ml T 7 d et a 


Cc. COLumB 
PART NE ekg 


Replacement Controls, precision-built by Ranco, give the 
accurate, dependable, trouble-free service that 

means more satisfied customers and more profits 

for you. Select from the most complete line ever 
supplied to the trade—the quality line of both general 
and exact replacements for domestic and 

commercial installations. See your Ranco wholesaler 


today. Replace it right with Ranco! 


World’s Largest Manufacturers of Refrigeration Controls 


. more than 20,000,000 controls now in use 
COLUMBUS 1, OHIO 
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How to Take Care of 
Milk Cooler Cabinets 


For the benefit of your milk cooler 
customers; here are some maintenance 
tips which will enable these users to 
prolong the life of their milk cooler 
cabinets. 


1. Keep water clean by changing 
it frequently. 

2. With each change, add Borax to 
the water bath in the proportion of 
1% Borax to the weight of the water. 

3. Clean and sand rust spots and 
keep tank painted with aluminum 
paint as required. 

4. Read—and follow—the instruc- 
tions on the manufacturer’s litera- 
ture which was supplied with the 
unit. 

If the formula percentage of 1% 
Borax to the weight of water in the 
bath seems too complicated to com- 
pute, a good rule of thumb is that 


O SOLVE the problem of carry- 

ing service drums in the lug- 
gage compartment of the car 
without having them rolling all over 
the place, I secured three 46-fluid 
ounce fruit juice cans, removed the 
tops, and nailed the bottoms to a 
6-inch wide board. 

Slipping the drums into these 
cans keeps them in an upright posi- 
tion at all times, thereby protecting 
the drum fittings without the ex- 
pense of a special rack or stand. 


Frank J. Jones 
Brooklyn, N. Y. 


WANT TO EARN $5 


You don’t have to be a writer or 
a literary genius! Just jot down 
some of the shortcuts you've de- 
veloped in your maintenance or 
installation work and send them to 
Here’s How Epiror, ComMMer- 
CIAL REFRIGERATION AND AIR Con- 
DITIONING. Your $5 will be paid 
promptly when your maintenance 
tip is published in the magazine. 
Let’s hear from you! 


an average of 12 pounds of Borax 
would be about the right amount to 
use in coolers from 3 to 6-can sizes to 
provide the desired amount of alka- 
linity. 


Proper Care Prolongs 
Life of Files 


File life is greatly shortened by 
improper care as well as by improper 
use—and also by using the wrong file 
on the job. 

Your files should never be thrown 
into a drawer or tool box containing 
other tools. They should never be 
laid on top of or stacked against 
each other. Such treatment ruins the 
cutting edges of the teeth. 

Keep files separate, standing them 
with their tangs in a row of holes or 
hanging them on a rack by their 
handles. Keep them in a dry place 
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so that rust will 
points of the teeth. 


not corrode the 


It also is important to keep files 
clean of filings or chips, which often 
collect between the teeth during use. 
After every few strokes, the good 
mechanic taps the end of the file on 
the bench to loosen these chips. 


Always he has on hand a file card 
or brush. Use a file card with scorer 
for general use or a file brush com- 
bining brush card and scorer in the 
finer cut files. 


Teeth of the file should be brushed 
frequently with this type of cleaner, 
and always before putting the file 
away. Oil or grease on the file should 
be removed with chalk. 


Now Is the Time 
to Study and Learn 


Now that the seasonal summer- 
time rush of refrigeration service is 
tapering off to a more normal level 
of operation, how about using some 


FTEN, when doing repair work, 

I found that the hock on the 
drop light which I was using would 
not hold the light in the desired 
position. I remedied this situation 
simply by welding a large battery 
clamp to the back of the guard of 
my drop light. This clamp holds the 
light at almost any angle, whereas 
the hook will not. 

L. W. Lefler, 


Abilene, Texas 





AMINCO 


CRANKCASE 
SUCTION 
REGULATOR VALVE 


*For refrigerated trucks, hot defrost 
applications, sudden overloads, 
high starting temperatures, or low 
power line voltages. 


See Us at 
THE SHOW 
SPACE 304 


Aminco Refrigeration 
Products Co. 


14544 Third Ave., Detroit 3, Mich. 





QUALITY that SELLS! 








of that spare time to brush up on 
your service knowledge and _tech- 
niques? 

Just remember, you can never grow 
too old—or too wise—to learn a little 
bit more about the job at which you 
earn your livelihood. 

New pieces of equipment and new 
practices are continually being de- 
veloped. You can’t make a better in- 
vestment in your future than by keep- 
ing abreast of them. That’s one sure 
way of building a long range profit 
during your slack season. 

So how about dusting off those 
factory service manuals and trade 
publications which you have been 
too busy to look at these last few 
months, and giving them a real going 
over? Your efforts will be reflected 
many times over in increased busi- 
ness and greater profits to you as a 
serviceman. 


Points on Installing 
Low Pressure Systems 


5. Processing the system is impor- 
tant in order to remove all traces of 
air, dirt, and moisture by means of 


| repeated flushing and purging, fol- 


lowed by a refrigerant pressure test 
to make sure that the system as a 
whole is free of leaks. Air, dirt and 
moisture, and in fact any and all 
foreign matter and substances, are 
enemies of a refrigerating system and 


| must be excluded and eliminated if 


| comparatively trouble-free operation 


in all SUB-ZERO FREEZERS 


IMustrated above is Sub-Zero 
Model 18-V .. . one of the 
many attractive, dependable 
freezers in this complete line. 
18 cu. ft. capacity . . . modern 
design, aluminum construction, 
white baked enamel finish. See 
the fast-selling Sub-Zero line of 
freezers and milk coolers at the 
exposition this month. 


Visit us at 
Booths 250, 252, 254 


Refrigeration and Air 
Conditioning Exposition 


SUB-ZERO FREEZER CO., INC. 
MADISON, WISCONSIN 





is to be expected from the equipment. 


REQUENTLY I have found my- 

self wasting a great deal of time 
looking for a certain few tools 
which I carry loose in the top com- 
partment of my tool box. To mini- 
mize this time wastage, I painted 
the handles of these frequently 
used tools so that now they are 
much easier to locate. 

I used a red “touch up” paint 
which comes in a small bottle. It 
dries quickly and seems to stand up 
well under rough usage. 

On my ratchet tools I painted the 
on and off sides different colors, 
so as to make quick and positive 
identification possible. 

Wm. H. Shubkagel, 
Frankfort, Kansas 


7 do it 
_ this way... 


2°UB TIRE CALE 


/0'ConO (2W1RE) COLOAFO 
f OR MARALO 
sTaer 
aun 
COMMON 
a 


SMALE 
GATTERY CLIPS 


s74arT 
“ov aon 
COMMON 


O make a very compact, rugged, 
and efficient starting and test- 
ing outfit for hermetic units, simply 
tape a 1/6-hp starting relay and a 
138MFD condenser together and 
hook them up as shown, using 
about 3 feet of 3-wire cub tire cable 
and 10 feet of regular appliance 
cord. 

This unit will stand considerable 
knocking about in the shop and the 
service truck, and because of its 
compactness can be easily carried in 
the glove compartment of a service 
car. 

When using this unit, clip it 
directly to the motor terminals, 
with all other refrigerator leads re- 
moved. Using this handy starter I 
feel that the refrigerator unit is 
sufficiently protected against over- 
load and that the outfit is simple 
and safe enough so that on occasion 
I have left it connected to a cus- 
tomer’s refrigerator for some 
period of time so as to provide 
“non-automatic” refrigeration (as 
against none) until I obtained the 
necessary parts to effect the repair. 


J. W. Gibb, 


Vancouver, B. C., Canada 


Why Not Go Visiting? 


Visiting—of the proper sort—can 
pay good dividends to the alert mer- 
chandiser of refrigeration equipment. 

Did it ever occur to you that you 
might not be responsible for quite 
all the smart ideas in your field? 
Why not take advantage of the other 
fellow’s effort and ingenuity, too? 
You can do this quite readily and 
quite effectively by visiting some of 
the many places where you know this 
type of equipment has been installed. 
It will pay off. 

Just one word of caution—be sure 
to stay away from those establish- 
ments where you may be considered 
a competitor; visit only those where 
you can be “just another customer”. 
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Lower your Service Gosts 


SPEED UP CALLS... 
REDUCE RETURN 
TRIPS... ORGANIZE 
YOUR SERVICE 
MEN’S TIME WITH- 


1 Weathertight co mpereeet doors provide complete 


protection for tools and materials. 
2 Built-in trays, adjustable shelves and parts bins. 
3 Fully enclosed wheel housings provide added pro- 
tection and rigidity. 


4 Easily transferred from one chassis to another. 
Simply attached by six body bolts. 


TAKE THE FIRST STEP TOWARD 
LOWERING SERVICE COSTS — 


MAIL THIS COUPON NOW! 


POWERS 


ao RA LLL, 


ALL PURPOSE SERVICE BODY 


Lost time on service calls eats up profits! That’s why the “Service- 
Master” is a real money-saver. Completely compartmentized, it 
enables you to “take the shop to the job”. There’s a place for all 
tools, parts and supplies. Even the best servicemen are impressed 
with their increased output when using the “Service-Master’’! It is 
an electrically-welded, all-steel body that’s completely assembled at 
the factory—not shipped out in a number of pieces. It’s so sturdy 
you can remount it time and again on new chassis. All that’s required 
is removing six body bolts—it’s that simple! Thus you can amortize 
the efficient ‘“‘Service-Master’”’ over many years—and really get your 
money out of it. Start cutting down your service costs now... 


MAIL THE COUPON BELOW TODAY— 


for SERVICE-MASTER literature applying to your business 


McCABE-POWERS AUTO BODY CO. 
5900 NORTH BROADWAY - ST. LOUIS 15, MO. 


Please send me literature and further information about the 
POWERS “‘Service-Master’’ All Purpose Service Body. 


Company 
Individual 


Street Address 


City State. atenngimecetaemaniiitits 
eee 


8o 


and AIR CONDITIONING « NOVEMBER, 1949 87 





DISPLAY - RITE 
SERVE-RITE 
SELL 


WITH 


FREEZ — RITE 


The outstanding open display cabinet 
that sells on sight. Moderate price. 
Superb quality. Sub zero temperature. 
Capacity 480 standard packages. 
Many exclusive features. 


Choice a, sete 
still availab 


BAILEY & PERKINS CO. 


2869 East Grand Blvd. 
DETROIT 2, MICH. 


FAN-E-FEX 
BLO-E-FEX 
FLO-E-FEX 
ZER-E-FEX 
SUR-E-FEX 


UP AND DOWN THE AISLES... 
Continued from page 81 


WHITE-RODGERS ELECTRIC CO. 
Booths 735, 737, 739 


YOU WILL SEE: Company’s complete line of 
temperature and pressure controls for 
refrigeration and air conditioning. 

YOU WILL MEET: J. A. Rodgers, president; 
Jack Searls, vice president in charge of 
sales; E. C. Robinson, advertising megr.; 
Arnold Peterson, northeastern div. mgr.; 
E. E. Harwood, Pittsburgh district megr.; 
H. F. Killinger, Philadelphia district mgr.; 
Frank Tanler, Buffalo district mgr.; Russ 
Sherer, Chicago district mgr.; Gordon Cur- 
ran and Jack Weigert, New York office; 
A. L. Keane, Atlanta office sales engineer. 


WHITING CORP. 

Booth 801 

YOU WILL SEE: Models of the Whiting line 
of freezers in 8 and 17 cu. ft. capacities. 


YOU WILL MEET: A. E. Bottenfield, vice 
president in charge of merchandising sales; 
Howard R. Roberts, general sales megr., 
refrigeration div.; Arthur M. Truc, district 
sales mgr., refrigeration div. 


WILSON REFRIGERATION, INC., 
DIV. OF WILSON CABINET CO. 


| Booths 522, 524, 621, 623 
| YOU WILL SEE: New front opening milk 


cooler; farm milk coolers; home and farm 
freezers; dry storage beverage cooler; ice 
cream storage cabinet. 


MAGN-E-FEX 
STRAT-E-FEX 
FREEZ-E-FEX 
BREEZ-E-FEX 
DRAFT-E-FEX 
H.D. ZER-E-FEX 
FAN-E-FEX JR. 
STRAT-E-FEX JR. 


AIR-E-FEX 
SAN-E-FEX 
COMF-E-FEX 


The Most Complete and Most 


Diversified Lowside Line in the Industry 


A COIL FOR EVERY PURPOSE 


@ Scientifically Engineered 
@ Laboratory and Field Tested 


@ Precision Made 


e Balanced Performance 


NOTHING LEFT TO CHANCE — MORE FOR YOUR MONEY 


Be Sure To See Our Display at Booths 552-554 at the 
6th All-industry Refrigeration & Air Conditioning Exposition 


REFRIGERATION APPLIANCES, Inc. 


923 West jets Street 
Chicago 7, Illinois 


Manufacturers of Refrigeration G Air Conditioning Lowside Equipment 


GRAVITY FIN COILS 
COMFORT COOLERS 


UNIT COOLERS 


FREEZING UNITS 
AIR CONDITIONING UNITS AND COILS 
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YOU WILL MEET: John E. Wilson, Jr., presi- 
dent; Aubrey A. Davis, vice president; 
Henry Shapley, asst. sales mgr.; J. P. Bren- 
nan; Floyd W. Davis; W. A. Cook, district 
sales managers; Raymond D. Pusey, chief 
engineer. 


WOLVERINE TUBE DIV. 

Booths 401, 403 

YOU WILL SEE: A new step-coil for indi- 
vidually cartoned water tube and larger 
sizes of refrigeration tube; seamless non- 
ferrous tube, fabricated tubular parts, inte- 
gral finned tube, spun-end tubular products, 
and “Capilator” capillary tube. 

YOU WILL MEET: W. H. Maxwell, director 
of sales; G. D. Potter, general sales mgr.; 
H. A. Harty, advertising mgr. 


YORK CORP. 

Booths A, B, C 

YOU WILL SEE: York automatic ice maker 
producing both crystal clear ice cubes- 
with-the-holes as well as uniformly crushed 
ice; York Flakice machine producing rib- 
bon ice; line of packaged air conditioning 
equipment; frozen food cabinets. 

YOU WILL MEET: S. E. Lauer, J. R. Hertz- 
ler, J. S. Garceau, D. C. Seitz, W. E. Land- 
messer, J. D. Smith, H. A. Brysselbout, W. 
S. Stair, J. Scott, M. G. Munce, M. S. Le- 
bair, C. C. Strauch and Leon E. Kinley. 


ZERO MFG. CO., 

Booths 751, 753 

YOU WILL SEE: New Twentieth Century 
system of vacuum refrigerated milk, in 
which milk flows directly from cows into 
T-33 milk refrigerator where it is cooled 
under a vacuum; T-33 milk refrigerator. 

YOU WILL MEET: L. L. Duncan, production 
mgr.; L. P. Duncan, asst. sales mgr.; C. 
Duncan, secretary; G. R. Duncan Sr., presi- 
dent; G. R. Duncan Jr. 


INC. 


YO HO HO—and a MILKSHAKE! 


The men who manned such ships as “Old 


| Ironsides’” would turn in Davy Jones’s locker 
| if they knew that present-day windjammers 
| were equipped with ice cream freezers. Yet, 
| this three-masted bark, the Coast Guard Cut- 


ter “Eagle”, is equipped with a “gedunk”’ 
—which is navy talk for ice cream maker— 
according to the air conditioning department 
of General Electric Co. Another up-to-date 
feature of the vessel is a G-E refrigerated 
meat locker. So, thanks to the blessing of 
modern refrigeration, a mariner’s menu no 
longer lists salted pork, but steaks and 
chops; instead of a ration of rum, it’s 
chocolate, strawberry, or vanilla. 
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hefrigeration Equipment 


Built to U69 
Code of A.S.M.E. 
Ua tard 


Even casual examination will reveal why B & G Refrigeration 
Equipment is meeting the approval of the most critical engineers 
and operating men. Here’s new and better design—sound con- 
struction— painstaking workmanship—all combined in units of 
peak efficiency and long-lived dependability. 


Tube sheets, for example, are serrated—assuring leak-proof op- 
eration. The ingenious design of B & G Evaporators permits unin- 
terrupted vapor and oil flow—prevents oil-trapping in the head 
passes. Many other refinements reflect the skill developed in over 
a quarter of a century in building fine heat transfer equipment. 


B & G Refrigeration Equipment is a warranty of top perform- 
ance—use it on your next job. 


B & G CENTRIFUGAL PUMPS 
These pumps will satisfy your closest ON DISPLAY AT 


appraisal. Made in a wide range of 3 
capacities with open and enclosed = - 
impellers. Illustrated are Series 1522 


and 1531 Pumps, featuring a Me- Sixth All-Industry Refrigeration 
chanical Seal which eliminates stuf- 


fing box drip. Write for engineering and Air Conditioning Exposition 
data—you'll appreciate the outstand- 


ing design and sturdy construction BE SURE TO COME IN 


of B & G Centrifugal Pumps. 
— * 
6 -F52 


REFRIGERATION EQUIPMENT 


BELL & GOSSETT COMPANY 


Dept. RBF-45, Morton Grove, Ill. *REG. U. S. PAT. OFF. 
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RACCA PROGRAM ... 
Continued from page 51 


morning session will be adjourned 
for lunch at 12:30 in the Renaissance 
Room. As mentioned previously, the 
luncheon speaker will be Robert B. 
Dawkins, associate general counsel of 
the Federal Trade Commission. 

Teeing off the afternoon session at 
2:30 p.m. will be Irving B. Hexter, 
president of Industrial Publishing 
Co., Cleveland, and publisher of 
COMMERCIAL REFRIGERATION AND AIR 
CONDITIONING magazine, who will 
speak on “Sales and Merchandising 
Needs for 1950”. 

Hexter will be followed by R. M. 
Swisher of Chicago who will tell 
RACCA members how to “Use Your 
Trade Association”. As in the morn- 
ing session, both talks will be fol- 
| lowed by discussion periods. 

The afternoon meeting will ad- 
| journ following another door prize 
| raffle. 

At 8 p.m. Sunday a meeting of the 


follows: air conditioning—G. T. Ros- 
tock, Kansas City, Mo.; codes, licens- 
ing and safety—J. E. Perry, Detroit, 
Mich.; ASA B9 code—H. J. Preben- 
sen, Chicago; finance—A. M. Palen, 
St. Paul, Minn.; legal—N. Edelstein, 
New York City; membership—E. S. 
Wright, Youngstown, Ohio; labor re- 
lations—Harvey O. Miller, Chicago; 
trade relations—Warren W. Farr, 
Cleveland. 

Amendments to the association’s 
constitution and by-laws will then be 
discussed, the nominating committee 
will report, and new directors will be 
elected and installed. A discussion of 
new business and another door prize 
raffle will wind up the session. 

Immediately following the Monday 
morning meeting, the new RACCA 
board of directors for 1949-50 will 


join in a luncheon at 1 p.m. 


RSES PROGRAM ... 
Continued from page 51 


consultant and certified public ac- 


association’s board of directors will 


[Arrow PRODUCT’ 


countant, Philadelphia, Pa. 
Safety Pays All Ways—Discussion 


rai Bee ey 108 Se eee te ea hy 


FOR MAXIMUM 
EFFICIENCY 


CHICAGO SEALS AND 
VALVE PLATES 


Precision lapping, superior 
construction and simple 
installation make Chicago 
seals ideal for replacement. 


Only Chicago valve plates have replace- 
able seats. Replacements for over 340 


a meee we fe: ee ey 


“MONEY ISN’T EVERYTHING” 


NEW, up-to-date edition of 

“Money Isn’t Everything” has 
recently been issued by Cappel, Mac- 
Donald & Co., originators of mer- 
chandize prize incentive campaigns 
for sales organizations. 

“Money Isn’t Everything” is a 24- 
page booklet which explains not 
only the operation of a merchandise 
prize incentive campaign but also, 
more important, deals with a num- 
ber of factors confronting execu- 
tives in relation to their salesmen. 
Contents of the book include such 
topics as how to get the most from 
a salesman in today’s competitive 
market; the extra ingredient that 
makes a salesman work harder; how 
to capitalize on the family influence 
in order to get a man to sell more 
goods, 

Copies may be obtained, without 
charge or obligation, by writing to 
Mr. R. S. Bare, Cappel, MacDonald 
& Co., Dayton 1, Ohio. 


| be held. This meeting will be open to 
all interested members. A portion of 
the meeting will be devoted to con- 
sideration of proposed activities for 
the coming year, and opinions of 
members will be welcomed. 

Monday morning’s session, which 
will start at 9 a.m., will be open to 
association members only. Immedi- 
ately after the president’s report, com- 
mittee reports will be presented as 


of safety work and illustrated safety 
slides—George J. Schuld, Sr., Inter- 
national R.S.E.S. safety committee 
chairman. 

On the social side, the RSES an- 
nual banquet on Tuesday evening at 
7 p.m. at the Ambassador Hotel will 
command major attention. 

Chairmen of the committees re- 
sponsible for completing arrange- 
ments for the various activities of the 
convention are: 

General conference chairman—W. 
I. Freeman, Newark, N. J.; co-chair- 
men—Fred Asselmeyer, New York 
City and Morris Silver, Philadelphia, 
Pa.; entertainment—James McCue, 
Boston, Mass.; program—M. C. Rob- 
inson, New York; publicity, James M. 
White, New York; housing, Carl 
Steinmetz, Trenton, N. J. 

RSES exhibit—Bert Miller, Medi- 
na, N. Y.; ladies auxiliary coordina- 
tor, John Mendell, Rochester, N. Y.; 
reception, Robert Keil, Philadelphia; 
educational, Harry J. Dunbar, Phila- 
delphia; sergeant-at-arms, Koss O. 
Fogg, Schenectady, N. Y.; registra- 
tion, George Gardner, Schenectady. 

All ladies attending the convention 
are invited to participate in the en- 
tertainment activities arranged by the 
RSES Auxiliary. Wives of RSES 
members as well as auxiliary mem- 
bers are invited to register at the same 
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time their husbands do, and to join in 
the auxiliary activities. 

A lounge is being set aside for the 
auxiliary’s use. It is called the “House 
of Friendship” and is an elevation of 
the lounge where the registrations 
take place. All the ladies are invited 
to use this lounge to get acquainted, 
write letters, play cards or anything 
they care to do. 


NCRSA PROGRAM ... 


Continued from page 50 


tices”, which will include discussions 
of the activities of some of the out- 
standing local associations. 

5. “How to Develop Good Labor 
Relations Policies that Gain Coopera- 
tion of Unions and Build Good Will’, 
in which an outstanding example of 
a local dealer group working together 
to stabilize fair labor agreements in 
their locality will be presented and 
discussed. 


Following the panel session, com- | 
mittee reports on trade-in practice, | 


membership, finance, joint relations, 
legislation, licenses and codes, and 
the possible employment of a full- 
time secretary will be heard. 

A business meeting and election of 
officers will follow the annual meet- 


CARRIER PROFIT DOWN 


Net profit of Carrier Corp. for 
the 12 months ended July 31, 1949 
was $1,668,743, equal to $2.34 per 
common share, as compared with 
$2,531,456, or $3.89 per common 
share, in the preceding period. 

Completed sales totaled $50,465,- 
798. The comparable figure for the 
twelve months ended July 31, 1948 
was $55,734,519. New orders were 
booked in the amount of $46,155,509. 
The total for the preceding 12 months 
was $50,209,802. On July 31, 1949 
Carrier had a backlog of unfilled 
orders amounting to $16,308,247 as 
compared with $20,908,610 a year 
earlier. 


NEW AD AGENCY NAMED 
BY GENERAL CONTROLS 


General Controls Co., California 
manufacturer of automatic pressure, 
temperature, level and flow controls, 
has awarded its advertising account 
to Hixson & Jorgensen, Inc., Los An- 
geles agency, effective December 1. 


J. F. Ray, vice president in charge 
of sales, and advertising manager W. 
E. Conkright indicated that the com- 
pany and the agency are now work- 
ing on new merchandising plans in- 
volving a more active promotion of 
facilities available in 21 General Con- 
trols direct factory branch offices. 





ONLY A LIQUID DRIER 


REACHES 


——— IN—— 
| DIAPHRAGM 


SPACE 


ing, after which directors will meet | 


in a closed session. 


Formal NCRSA activities will close 


with the annual banquet at 7 p.m. 
in the Ambassador Hotel. 


PARAMOUNT NAMED 
G-E PARTS DEPOT 


Paramount Electrical Supply Co., 


New York City refrigeration whole- | 


saler, has been franchised as a parts 


depot for General Electric condens- | 
ing units and parts, according to | 


Harry Ralston, president. 


General Electric refrigeration and | 
air conditioning products to be han- | 


dled include compressors to 50 hp, 
blowers, and condensing units from 
Y% to 10 hp, both air and water 
cooled, Ralston said. 


NAMED BY AIRTEMP 
Jordy Engineering Co., New Or- 


leans, was recently appointed a “Four 
Star” dealer for Chrysler Airtemp air 
conditioning equipment, according 
to announcement by J. York Feitel, 
Jordy president. 


, -1N 
) OUTLET 


¥ 
‘INTERIOR 


CIRCLES SHOW POINTS WHERE 
MOISTURE MAY BECOME TRAPPED 


MOISTURE 
TRAPPED IN 


EXPANSION 
VALVES 


Why does Thawzone usually work 





even when other methods fail? One 
reason is that no matter where the 
moisture is, Thawzone finds it. Thaw- 
zone is a liquid that travels everywhere 
moisture can go. Even moisture 
trapped in the expansion valve, on the 
tubing walls, in the receiver, highside 
or lowside is reached by Thawzone. 


An Eliminator Instead 


Of a Holder 


Moisture that comes in contact with 
Thawzone is gone for good. It cannot 
return because it’s no longer water. 
Regardless of how hot or cold the unit 
gets, it is impossible for that moisture 
to re-form or break loose. This means 
fewer callbacks. 
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Reaches the Entire Unit 
‘ s ' 
in 2 Minutes! 
Thawzone contacts al/ the refriger- 
ant quickly. Saves your time. Use 
Thawzone in “Freons”, methyl chlo- 
ride, methylene chloride, “Carrene” 
or isobutane. Use | teaspoonful (14 
oz.) per pound of refrigerant. Use 
half as much in hermetic units. Your 


wholesaler has Thawzone. Highside 
Chemicals Co., Clifton, N. J. 


THAWZONE™ 


LIQUID DEHYDRANT... 
neaches all the motsture 
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Partial installation of (15 total) Mills Condensing Units. Shelf mounting conserves 
space and allows more efficient layout for storage and handling of merchandise. 


++. keep wonderful temperatures 
while ‘playing’ on job” 


Twenty-five years ago, Howard Pangle counted his first day’s 
grocery receipts; $7.35! A short time ago his Master Market was 


opened; an investment of $350,000! The finest equipment and 
fittings were used throughout. 


15 Mills Combination Air-Water-Condensing Units were selected 


to meet all refrigeration needs. 
Views of modern “self service’ cabinets 


all refrigerated by 15 Mills Condensing E. B. Laibe of Suburban Sales and Service, Lima, Ohio, installed 
Units located in the basement of the store. all compressor equipment by himself with the help of one assist- 
h ant. He says, “I have been able to maintain required temperatures 
on the job with a minimum of effort on the part of the Units.” 

Visit us at Booths 


Atlantic City ee LLS Spi eee 
COMPRESSORS AND 
CONDENSING UNITS 
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MOVIES AID PHILCO 
IN SALES TRAINING 


To aid distributors and dealers in | 


training retail salesmen, Philco Corp. 


has produced three motion pictures | 


featuring tested selling techniques on 


refrigerators, freezers, and room air 


conditioners. 

Raymond B. George, sales promo- 
tion manager, reports that surveys in- 
dicate that about 50% of the retail 
salesmen have had no background of 
selling in a competitive market. The 
movies show the newcomer how to 
sell by showing him the technique 
and approach used by a veteran sales- 
man in demonstrating features and 
leading the prospect up to the final 
sale. 


SERVICES GULF BEACHES 

A new Gulfport, Fla., business 
opened recently is Moore’s Refriger- 
ation Service, 2731 Beach boulevard. 
Operated by George Moore, it will 
offer 24 hour domestic and commer- 
cial refrigeration repair service to 
Gulfport and the Gulf Beaches. Moore 
comes from Ithaca, N.Y. 


CANNED JUICE DISPENSER 


[Le tr eae ae en y oe 


Pt ee 


eee... 


Production of a new refrigerated, self-service, 
juice dispenser which delivers a can at the 


slight turn of a handle, is announced by | 


Metal Products Co., Oakland, Cal. The “Re- 
fresher’, as the unit is called, serves three 
selections of chilled, canned drinks packed by 
nationally known food processors in 53/4 and 
6 ounce lithographed cans. Each dispensing 
station has a capacity of over a hundred cans 
and is equipped with rust-proof compart- 
ments which permit the cans to roll freely by 
gravity. The unit is available with an auto- 
matic electric or manually operated can 
opener and is healthprotected by ‘Steri- 
lamps’. It has been engineered for dispen- 
sing any type of canned liquid including beer. 


RALLY ROUND! 


Don’t miss the biggest refrigeration event of all time, the 6th 
All-Industry Refrigeration and Air-Conditioning Exposition, 
Convention Hall, Atlantic City, November 14 to 18, four gala 


days chock-full of information and fun. 


We want to see YOU and you’ll want to see the interesting 


demonstrations we’ve rigged up. 
@ See how Presstite Tape stops dripping pipes. 


@ Get a dozen or more ideas how Permagum can help 
you. 


@ Learn about Enamelite, the new 2-component mastic 


forapplying insulation and sound-proofing materials. 


All this will happen at Booths 556—558 up near the audi- 
torium stage. We’ll be looking for you. 


MUIRGINIA Sip over 


WEST NORFOLK e NEW YORK e BOSTON e DETROIT 


Manufacturers ‘“‘Virginia’”’ Refrigerants 
Distributors Kinetic’s “‘Freon” Refrigerants 
Distributors Presstite Products 
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Clean Compressors 


‘lean Profits 


Texaco Capella Oils 
assure trouble-free performance 
and profits for everyone 


ROFITS are “clean” when you sell Texaco 
a Oils because these highly refined 
oils are made expressly to assure the clean 
compressor operation that means freedom 


from customer “‘come-backs.” 


Texaco Capella Oils assure freedom from carbon 
and gum formations—a factor that keeps coils 
clean. Texaco Capella Oils have exceptional sta- 
bility and freedom from moisture, as well as 
very low pour tests. Sealed 1-qt., 1-gal., and 


5-gal. containers protect their purity. 


Cae seein naatiatiiisn: 


You can get Texaco Capella Oils in all needed 
viscosities. They are fully approved by leading 
compressor manufacturers. Feature these busi- 
ness-building oils. The Texas Company, 135 
East 42nd Street, New York 17, N. Y. 


FREE LUBRICATION GUIDE 
Latest edition. Lists makes and types of compressors and 
refrigerants used in 63 Electric Refrigerating Units and 
31 Air Conditioning Units. Shows recommended grade of 
Texaco Capella Oil for each. Use guide as wall chart, or 
bind into service manual. 


cs iii nave 
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THE, PRACTICAL 


tion 


CEI 


Harold Smith 
a 


ane 


baa hi 


Mee sk > uPe 


ry\HE Practical Refrigeration Applications Manual extends a helping 

hand to those refrigeration and air conditioning men who occasionally 
encounter field engineering problems too tough for them to handle. Space 
limitations make it impossible to give complete detailed information cov- 
ering each step necessary for the installation or erection of refrigeration 


quipment, insulation or fixtures. It is n 


to assume that those 


ecessary 

readers who request assistance with their problems are familiar with these 
basic fundamentals. If they are not, it is suggested that they seek this ad- 
vice from their sources of supply when purchasing the materials which 
they intend to use on the job. Most suppliers are equipped to furnish such 
information. Readers are urged to submit their problems to this depart- 
ment. Each letter of inquiry will be answered personally by the author. 


The most interesting ones will be published in these columns. All 


problems 


should be clearly and completely stated and addressed to: COMMERCIAL 
REFRIGERATION AND AIR CONDITIONING, Manual Dept., 1240 On- 


tario St., Cleveland 13, Ohio. 


Cee eee 


SpE ; 
“pays 


66 E have a walk-in cooler in a 

butcher shop which doesn’t 
work satisfactorily. We have tried to 
adjust the high side, and also the ex- 
pansion valve, but can’t satisfy the 
customer. 

“The coil ices up quickly when the 
weather is warm or the cooler is 
heavily stocked. The machine runs 
entirely too much, the meat turns 
dark and dries out. 

“Can you help us solve this prob- 
lem? 

“The cooler is only fair size—12 
feet x 10 feet x 10 feet high—-with 
one door on the 10-foot end and one 
service window on the 12-foot front. 
Insulation is 3-inch cork. 

“We are using a blower coil with a 
rated capacity of 9200 Btu at 20 de- 
grees t.d., an air cooled 14%-hp con- 
densing unit rated at 12,560 Btu with 
20 F gas. 

“The butcher wants a temperature 
of around 34 F. in the cooler. We 
seem to be able to give him this tem- 
perature for a while, but the tem- 
perature won’t hold and the coil ices 
up. 

reat you can help us locate this 
trouble, it will be a big help.” 


BUY FROM YOUR 
REFRIGERATION WHOLESALER 


EGARDING your problem in 

holding satisfactory tempera- 
tures in the walk-in cooler you write 
about, it seems quite obvious to us 
that most of your difficulty comes 
from the blower coil you are using 
in the cooler. This coil is without 
question entirely too small to handle 
the refrigeration job and is entirely 
out of balance with the condensing 
unit. 


We have made a general estimate 
of the probable refrigeration load, 
which figures from 9500 to 10,000 
Btu per hour on an 18-hour operat- 
ing cycle. From these figures we 
would estimate that the blower unit 
capacity is nearly 50% short of the 
load requirements. You stated the 
blower coil has a capacity of 9200 
Btu at 20 degrees t. d. This would 
be 460 Btu per 1 degree t. d. 

As your requirements call for an 
inside box temperature of 34 F. we 
realize the need for a close tempera- 
ture difference if coil is to defrost 
between cycles and be kept from de- 
veloping ice, the cause of rapidly 
rising temperatures within the cooler, 
regardless of the condensing unit size 
or the amount of running time in- 
volved. 


Blower coils depend on a rapid, 


full circulation of air passing over 
the entire coil surface in order to per- 
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form at rated capacity. The building 
up of ice reduces the useable coil sur- 
face area and slows air circulation, 
rapidly reducing the coil efficiency 
and resulting in rising box tempera- 
tures. Once ice starts accumulating, 
this accumulation increases rapidly 
until the coil’s entire efficiency is lost 
or until the coil is manually defrosted 
by stopping the operation of the re- 
frigeration machine. 


Let us assume that the actual re- 
frigeration load requirement for this 
job are 9800 Btu per hour on an 18- 
hour operating cycle, this figure be- 
ing within the load limits previously 
estimated of from 9500 to 10,000 
Btu. The coil then must have a ca- 
pacity of 9800 Btu per hour on a 
close temperature difference. 


The need for a close temperature 
difference is to provide for coil de- 
frosting between operating cycles and 
to provide a relatively high humidity 
within the cooler to prevent the dis- 
coloration and drying out or dehy- 
dration of the meat products stored. 


The inside cooler temperature de- 
sired is 34 F. An average refrigerant 
temperature of not lower than 22 F. 
should be used, with a temperature 
difference of 12 degrees. This in- 
dicates the use of a blower coil with 
a capacity of approximately 820 Btu 
per 1 degree t. d., which gives a ca- 
pacity of 9840 Btu per 12 degrees 
t. d. or 16,400 Btu per 20 degrees 
t. d. From these recommended ca- 
pacities you will quickly see that 
your present coil is little more than 
half the capacity needed for this job. 


The 1%-hp. condensing unit rating 
at 12,560 Btu at 20 F. refrigerant 
temperature is entirely adequate, as 
the capacity would be increased to 
around 13,000 Btu at 22 F. refrig- 
erant temperature. 


We would, therefore, recommend 
that you either replace the present 
blower coil with its capacity of 460 
Btu per 1 degree t. d. or 5520 Btu 
per 12 degrees t. d. with a larger 
blower coil having a capacity of 820 
Btu per 1 degree t. d. or 9840 Btu per 
12 degrees t. d., or else install a sec- 
ond blower coil to be used with the 
present coil. This second coil should 
have a capacity of not less than 360 
Btu per 1 degree t. d. or 4320 Btu 
per 12 degrees t. d. 


These two coils should be operated 
in parallel, each having a %-inch 
suction line with separate %%-ton ex- 
pansion valves ahead of each coil, 
and each having a separate %-inch 
liquid line from the condensing unit 
to the expansion valve. 

Probably the replacement of the 
present coil with a single larger coil 
would be the most satisfactory cor- 
rection to this problem as the cooler 
is not large. Less space will be taken 
up by one larger coil than by two 
smaller ones. 

If the larger coil is used, the suc- 
tion line should be % or %-inch, and 
the liquid line %-inch, with a 1-ton 
capacity expansion valve. 

After you have increased the coil 





capacity, set your operating cycle for 
an average refrigerant temperature 
of 22 F. Keep the fan in continuous 
operation during both the on and off 
eycles of the condensing unit. 

These recommended changes 
should correct the conditions repre- 
senting your present problem. You 
may not be able to hold your tem- 
perature down to 34 F. but should 
be able to keep it within 34 to 36 F. 

It is always necessary to use both 
a coil and a condensing unit with 
capacity to handle the top load re- 
quirements. These two units work 
together and must be in balance. The 
coil picks up the heat from the cooler, 


heat from the system, and each must 
be of adequate capacity to handle the 
work at hand. Equally careful selec- 
tion of the proper size refrigerant 
lines is necessary. A suction line too 
small to handle the necessary volume 
of superheated gas reduces both coil 
and condensing unit capacity. 

We would also suggest that you 
carefully inspect the cooler to make 
sure the door and service window are 
properly sealed when closed. If air 
leaks exist when they are closed, in- 
stall new gaskets. Continuous leak- 
age of warm, moist outside air into 
the cooler add materially to the re- 
frigeration load and greatly increase 
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% Here’s where they get the 
answer. To expand tubes and 
assure high thermal contact with 
fins, finished units are filled 
with water and then attached 
to an air line—pressure is ap- 
plied up to 3000 p.s.i. depend- 
ing on the size of unit. 


discharge the 


the humidity and defrosting problem. 


yr NOT A JOINT? 


All manufacturers who join pipe and tubing will 
be interested in the answer to that question as 
furnished by the Kramer Trenton Co., Trenton, 
N. J., makers of refrigeration coils of all sizes 
and shapes. They’ve found that a joint is not a 
joint—when it’s brazed with SIL-FOS—the low- 
temperature silver brazing alloy for non-ferrous 
metals. And they’ve got plenty of evidence to 
prove it. They turn out hundreds of units a 
week, with from 10 to 40 SIL-FOS joints per 
unit—and everyone of those joints withstands 
water pressures up to 3000 p.s.i.*. And since 
those joints can’t ever work loose, it certainly 
“holds water” to say—they’re no longer joints— 
they’re just like solid metal. Brazing time varies 
with the size of the tubing. On the Radial units 
it’s approximately 8 seconds per joint. 


SIL-FOS brazing will give you that same jackpot answer 
of strong, permanently leak-proof assembly of non-ferrous 
pipe and tubing—and do it fast and at surprisingly low 
cost. Complete facts are yours in Bulletins 12-A, 15 and 
17. Write for copies today. 


Sridgeport, Conn. + Chicago, lil. + Los Angeles, Cal « Providence, R. |. + Toronto, Canada 
Agents in Principel Cities 


‘ a ————— 
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THEY FISHED ... THEY SAY 


Business became a matter of secondary im- 
portance recently when representatives of 
three midwest refrigeration wholesalers and 


| three valve manufacturing firms got together 


for a weekend of fishing and poker at Gama- 
liel, Ark. Standing, left to right, are: Arley 
Baker, Alco Valve Co., St. Louis, Mo.; Ernie 
Tramposh, Refrigeration Equipment Co., 
Kansas City, Mo.; Harry Hoffman, Hoffman 


| Supply Co., Springfield, Mo.; John Lear, Re- 


| frigeration Equipment Co., Wichita, Kansas; 


and Bill Carmody, Sporlan Valve Co., St. 
Louis. In the same order in the front row 
are: R. L. Williams, R. L. Williams Co., Okla- 
homa City, Okla.; Joe Blake, Kerotest Mfg. 
Co., St. Louis; and J. T. Barry, Sporlan Valve 
Co., St. Louis. Only verbal evidence was 
offered as to the results of this fishing ex- 
cursion. Note that none of the catch is 
shown! 


CONTRACTOR LICENSES 
IN FT. LAUDERDALE, FLA. 
CALL FOR BOND, INSURANCE 


Chief electrical inspector Ralph 
Taylor of Ft. Lauderdale, Fla., today 
warned all installers of refrigerating 
or air conditioning equipment in the 
city to heed the new licensing ordi- 
nance which went into effect Oct. 1. 

Since that date all men working in 


these fields must have (1) a certificate 


of competency (2) bond of $1,000 
and (3) adequate insurance. 


BLACK SIVALLS & BRYSON 
REPORT WINS AWARD 


For the third consecutive year, 
Black, Sivalls and Bryson, Inc. has 
won the bronze “Oscar of Industry” 


| presented by Financial World for the 


best annual report of the materials 
handling equipment industry. By win- 
ning the coveted bronze “Oscar,” the 
company’s annual report is placed in 
the running for the silver and gold 
trophies. 


BUY FROM YOUR 
REFRIGERATION WHOLESALER 
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NO MOISTURE 


can get by this SEAL! 


Revere puts the crimp on moisture in refrigeration 
and air conditioning lines with DRYSEAL 


From one sealed end to the other you can depend 
on it that Dryseal Refrigeration Tube will be 
bone-dry. This is accomplished by dehydrating 
and subjecting the tube to precise, mechanical 
sealing at the factory. Moisture is out! 


In making an installation the seal can be left 
unbroken until the connection is made, as the seal 
has the same diameter as the tube, and therefore, 
will pass through any opening large enough for 
the tube itself. Installation is extremely simple as 
the uniform dead-softness of Dryseal enables it 
to be bent by hand with little effort. You’ll also 
find, when you flare Dryseal Tube for compression 
fittings, that it does not split on the end. This is 
because of the ductility and soft temper of the 
copper used. 


Dryseal is made to new, more economical- 
dimensional standards with tube sizes from 1%” to 
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34” O.D. It comes neatly packed; two 50-foot coils 
to the carton. Carton is attractively designed so 
that it is easy to identify in stock. All of which 
makes for an easier, faster, trouble-free, quality 
installation. 


Ask your distributor about Dryseal next time 
you order refrigeration tube. He has Dryseal and 
will give you prompt delivery. 


REVERE 


COPPER AND BRASS INCORPORATED 
Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, New York 
+ se ca 
Mills: Baltimore, Md.; Chicago, Ill; Detroit, Mich.; 
Los Angeles and Riverside, Calif.; New Bedford, 
Mass.; Rome, N. Y.—Sales Offices in Principal Cities, 
Distributors Everywhere, 





HEATING 
BRAZING 
AND LEAK 
DETECTION 


Compact, lightweight, and easy to use 
even in close quarters, the “Prest-O- 
Lite” O9P94 Outfit is the ideal kit for 
installing and servicing refrigeration 
systems. Using "Prest-O-Lite” acetylene 
from handy small tanks, it works per- 
fectly indoors or out, regardless of 
drafts or weather. It lights instantly at 
full heat...burns steadily without smoke 
or fumes. 

Three interchangeable stems give a 
wide range of precision-controlled 
flame sizes for faster and better solder- 
ing, heating, and brazing. A fourth 
stem, easily assembled to the same 
handle, provides a quick and sure 
device for locating leaks of non-com- 
bustible halide refrigerant gases, such 
as Freon and Carrene. 


@ Ask your “Prest-O-Lite” Jobber or 
write us for more information. The Linde 
Air Products Company, 30 E. 42nd St., 
New York 17, N. Y. In Canada: Dominion 
Oxygen Company, Limited, Toronto. 


The term “Prest-O-Lite” is a registered trade-mark of The 
Linde Air Products Company, a Unit of Union Carbide and 
Carbon Corporation. 


—— Order from 
your local Jobber 


sociated with Mueller Brass Co. 
| is active in Refrigeration Equipment 
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George R. Allen has been ap- 
pointed general sales manager of 
Superior Valve & 

Fittings Co., 
Pittsburgh, effec- 
tive Sept. 1. Well 
known in the re- 
frigeration in- 
dustry, Allen has 
a background of 
18 years’ experi- 
ence in the re- 
frigeration and 
compressed gas industries, 13 of them 
in the valve and fittings field. Prior 
to his present appointment he was 
general sales manager of Kerotest 
Mfg. Co., and before then was as- 
He 


Manufacturers Association, and pres- 
ently represents the refrigeration ac- 
cessory group on the Refrigeration 
Industry Task Committee of the Na- 
tional Security Resources Board. As 
Superior’s general sales manager, Al- 
len will determine price and distribu- 
tion policies and will have direct 
supervision of all the company’s sales 
and promoton activities. 


F. H. Moss has been appointed 
sales manager of Madden Brass Prod- 
ucts Co., which 
was recently or- 
ganized to take 
over distribution 
of the Electri- 
matic line of re- 
frigeration fit- 
tings. Moss for- 
merly was assist- 
ant to M. B. Mad- 
den, who heads 
up the Madden Brass Products or- 
ganization. Both Madden and Moss 
were key men with the Electrimatic 
Div. of Simoniz Co. The company 
manufactures forged flare nuts and 
fittings, charging lines, strainers and 
driers for the refrigeration field and 
fittings and accessories for the L-P 
gas industry. 
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Raymond J. McCahill has been 
appointed as field engineer for Henry 
Valve Co., Mel- 
rose Park, IIl., in 
the territory 
comprising 
southern Illinois, 

Indiana, Mis- 

souri and Kan- 

sas. A Navy vet- 

eran and a mem- 

ber of the Henry 

sales organiza- 

tion since August 1948, McCahill re- 
ceived his engineering training at 
Northwestern university and Illinois 
Institute of Technology. He has been 
active in his new territory since July 
15. 

a 


Roger H. Dowling has been ap- 
pointed general service manager of 
York Corp., 

York, Pa., a new- 

ly created posi- 

tion. He will co- 

ordinate all York 

service activities, 

including prod- 

uct quality and 

performance, 

meeting product 

guarantees and 

warranties, and the establishment and 
operation of service procedures. 
Dowling has been associated with 
York since 1928, when he entered the 
York student training course. In 1938 
he was named manager of the sales 
engineering department, and in 1943 
became assistant sales manager in 
charge of all engineering and pricing 
phases of sales department opera- 
tions. 

& 


William Frame and Jj. D. 
Isaacks have been elected vice presi- 
dents of Kerotest Mfg. Co., according 
to announcement by S. J. Roush, 
president. Isaacks has been named 
vice president in charge of steel valve 
sales, and Frame will serve in his 
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former capacity of works manager in 
addition to his duties as vice presi- 
dent. Frame joined Kerotest recently 
after having been associated with Na- 
tional Supply Co.; Isaacks formerly 
was district manager for Kerotest in 
Houston, Tex. 


C. Victor Mars, former sales 
manager of the Ansul Chemical Co.’s 
industrial chemical division, has been 
named manager of the company’s 


Yaeger 


new product department. Robert J. 
Yaeger succeeds Mars as industrial 
chemical sales manager. In his new 
position Mars will coordinate all new 
product and development work which 
has, until now, been performed by 
various departments. Mars brings 18 
years of varied experience to his new 
job. He began his career at Ansul as 
a chemist, joined the refrigeration 
sales division, and 10 years ago was 
named to head the then-new indus- 
trial chemical division. Yaeger, who 
has been with Ansul for four years, 
served as a lieutenant senior grade 
in the Navy during the war. 


Dr. Mearl A. Kise has been ap- 
pointed director of research and de- 
velopment of Vir- 
ginia Smelting 
Co., manufactur- 
ers of chemicals 
and refrigerants, 

West Norfolk, 
Va. Dr. Kise 
comes to “Vir- 
ginia” from Sol- 
vay Process Div. 
of Allied Chem- 
ical and Dye Corp. where he was as- 
sistant chief of research. His activities 
will include consultation on refrig- 
erant applications and problems and 
the development of chemical products 
related to the refrigeration field. He 
will direct his work from offices at the 
company’s laboratories and plant at 


West Norfolk. 


Ben M. McDougall has joined 
Kennard Corp., St. Louis, as assistant 
sales manager. Well known in the 
refrigeration and air conditioning 
field, McDougall served as laboratory 
test engineer and sales representative 
of Alco Valve Co. in the southeast 
area, and more recently was manager 
of Crown Insulation Co., Columbia, 
S. C. 

* 

E. B. Barnes has been named 
Pacific Coast regional manager for 
Kelvinator Div., Nash-Kelvinator 


Corp., and John Downing has been 
appointed Los Angeles zone manager, 
the position formerly held by Barnes. 
Barnes, who succeeds the late C. J. 
Bachman, has been Los Angeles zone 
manager since 1945; Downing has 
been sales manager of the zone since 
1947. 
& 

Roger H. Bolin, formerly adver- 
tising manager of Westinghouse Elec- 
tric Corp.’s appliance division at 
Mansfield, Ohio, has been named as- 
sistant to J. M. McKibbin, vice presi- 
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WRAP-O-MATIC 
CANDY & COOKIE 


CORPORATION 
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dent and general manager of con- 
sumer products for Westinghouse. 
Succeeding Bolin at his Mansfield 
post will be J. R. Clemens, for- 
merly assistant manager of appliance 
advertising. 


Dr. Paul W. Bachman has been 
named manager of the newly formed 
department of development planning 
of Davison Chemical Corp., Balti- 
more. Previously with such com- 
panies as duPont, General Chemical, 
Victor Chemical Works and Commer- 
cial Solvents, Dr. Bachman in his new 
capacity will act as liaison between 
the research, operations and market- 
ing divisions in the introduction of 
new, improved products, services and 
processes. 


Bernard W. Hanson, vice presi- 
dent and secretary, has been named 
president of Schaefer, Inc., Minne- 
apolis, manufacturers of freezers and 
frozen food cabinets. He succeeds 
Harold L. Schaefer, who has been 
made chairman of the board. Robert 
B. Norris has been named to replace 
Hanson as vice president and secre- 
tary. Alfred H. Rose has been ap- 
pointed vice president in charge of 
sales. 

& 


Laurence P. Quinlivan has been 
named manager of air conditioning 
sales for York Corp., York, Pa. He 
formerly was industrial sales engi- 
neer in the company’s Cincinnati 
Quinlivan has been with 
York since 1934, and except for a 


| brief period at the Pittsburgh branch 


For Dependable Service 
Marley patented Spray NOZZLES 
are used by industries where effi- 
ciency and economy are required. 


Write today for your Copy of the 
_ Marley Spray Nozzle Bulletins. 
Ua 


least 3) 


THE MARLEY CO., INC. 
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has been continuously connected with 
the Cincinnati branch. 


Shelby A. MecMillion has been 
appointed assistant to A. S. Keller, 
vice president in charge of sales, Chi- 
cago Metal Hose Corp., Maywood, 
Ill. MeMillion, formerly with Mc- 
graw-Hill International Corp. as busi- 
ness manager of three export maga- 
zines, will give his time to sales de- 
velopment. T. K. Wells, formerly 
regional sales manager, bellows divi- 
sion, has been appointed assistant to 
the vice president in charge of sales. 
Wells will be in charge of special as- 
signments. E. L. Hiter, formerly dis- 
trict sales manager at the New York 
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office, has been appointed manager 
of sales for the eastern division which 
encompasses sales offices at Boston, 
New York, Philadelphia, Pittsburgh 
and Atlanta. A. W. McGuire, for- 
merly regional sales manager, ex- 
pansion joint division, has been 
appointed manager of sales for the 
western division which encompasses 
sales offices at Detroit, Cleveland, St. 
Louis, Fort Worth, Glendale, San 
Francisco and Chicago. 


Rubin Raskin has joined Dean 
Products, Inc., Brooklyn, as vice 
president, and James B. Rodgers 
has become associated with the com- 
pany as sales manager. Dean Prod- 
ucts manufactures cold plates for the 
refrigeration industry. Both Raskin 
and Rodgers formerly were con- 
nected with the Stangard Div. of 
Noma Electric Corp. 


Stan P. Schrameck has been 
named manager of marketing per- 
sonnel and sales training of General 
Electric Co.’s air conditioning de- 
partment; G. W. Hart has been 
named manager of market research 
of the department, and John R. 
Gowell has been named manager of 
sales forecasting. Schrameck former- 
ly was a sales training specialist with 
X. F. Sutton Associates, New York 
City, and Hart and Gowell were with 
Booz, Allen & Hamilton, New York 


management consultant firm. 


George E. Simons has been ap- 
pointed national advertising manager 
of Crosley Div. of Aveo Mfg. Co. He 
will report to V. C. Havens, assistant 
general sales manager in charge of 
advertising and public relations. 
Simons formerly advertising 
manager of major appliances for 
General Electric, and also had been 
advertising and sales promotion man- 
ager of G-E’s air conditioning divi- 
sion. 


was 


Richard H. Smith, manager of 
appliance research of Frigidaire’s 
market research department, has been 
named appliance sales manager of 
the company’s eastern region. He 
succeeds H. M. Cline, who was re- 


cently made general sales manager of 
Frigidaire’s New York branch. 
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Your Guide to 
Greater Profits in 1950 


THE 
COMMERCIAL REFRIGERATION 
AND AIR CONDITIONING 
MARKETING HANDBOOK 


There is commercial refrigeration data compiled in the 
MARKETING HANDBOOK that has never before been 
included between two covers. Think what it means to 
have at your finger tips one carefully indexed source 
which covers: 


@ What equipment is used in 40 potential sales fields. 


@ The selling techniques of some of the most successful 
men in the business. 


Data on how, where and why certain equipment can 
be sold certain types of trade. 


The engineering data that will enable you to figure 
many jobs with no outside assistance. 


A cross index of (1) which manufacturers make each 
type of equipment and (2) what equipment is avyail- 
able and who builds it. 


AN INDISPENSABLE SELLING TOOL FOR 
ONLY $5.00 


Here’s the guide to greater profits for which dealers and 
their salesmen have been waiting. Here’s an indispensable 
selling tool that points out WHAT equipment to sell, 
WHERE and HOW to do it. Here’s vital information on 
every piece of air conditioning and commercial refrigera- 
tion equipment manufactured and where it is available. 


EVERY WEEK YOU’LL FIND 
IT PAYS TO CONSULT 
THIS FACT FILLED 


i MAIL THIS ORDER BLANK TODAY 


MANUFACTURERS DIRECTORY CO. 
1240 Ontario St., Cleveland 13, Ohio 


copies of the Commercial Refrigeration and Air Conditioning 
MARKETING HANDBOOK at $5.00 per copy, postpaid. 


MANUFACTURERS 


DIRECTORY CO. 
1240 ONTARIO STREET 
CLEVELAND 13, OHIO 


Enclosed is [] check, [] money order, [] company purchase order in the proper amount. 


City and State 
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—so writes Frank Kloss, Service Supervisor 
of Hinckley & Schmitt; World's > Recast 
Water Distributors. : 


NEW 


ALLIN 
CAPILLARY TUBE 


Easy external adjust- 
ment—for ALL refrig- 
erants—on any job 
from “% H.P. to 1 H.-P. 
Large area 150 mesh 
Monel screen protects 
orifice against clogging. 
Straight-through design pieeiee accurate 
means of metering refrigerants 
ASK YOUR WHOLESALER 
or write direct for additional 
information and prices. 
Copy of Hinckley & Schmitt letter available 
upon request. 


TUVALU Utes 


1153 West Grand Ave., Chicago 22, Ill. 


Export Division: Kelvinator Export Divisien, 
14250 Plymouth Road, Detroit 32, Michigan. 


BUY FROM YOUR 
REFRIGERATION WHOLESALER 


DRYING AGENT DATA 


OMPARATIVE performance data 
between a drying agent com- 
posed of calcium chloride impreg- 
nated calcium sulfate and regular 
commercial grades of PA-100 Davi- 
son refrigeration grade silica gel has 
been prepared by The Davison 
Chemical Corp. Baltimore 3, Md. 
Summarized in concise, easy-to- 
read form, the data has been assem- 
bled into a folder to be released to 
the refrigeration industry. The re- 
port compares the two types of dry- 
ing agents from these three stand- 
points: drying properties, corrosive 
properties and dusting properties. 
The tests from which the results 
were obtained were carefully con- 
trolled in every phase, so that the 
performance under test conditions 
would approximate actual field use 
as closely as possible. 


JOINS NARDA STAFF 


Paul Kees, former president of the 
National Appliance and Radio Dealers 
Association, and a former member of 
the board of directors, has been 
named assistant to managing director, 
Clif Simpson. 


NEW LOUISIANA FIRM 


Poque-Atkins Co., Inc., Monroe, 
La., has obtained a charter from the 
secretary of state to deal in refrigera- 
tion and air conditioning equipment, 


| with authorized capital stock of $50,- 





NO MORE FREEZE-UPS 


4 expansion valves or capillary Le 


iCE: 


works like magic 


SERVICE MEN SAY: “ICE-X IS GREAT!” 


When ice forms in expansion valves 
or capillary tubes, ICE-X is a sure 


remedy . 


. . ICE-X is non-corrosive 


—harmless to parts. An ice-eliminator 
that can’t be beat for Freon, Carrene, 


or Methyl Chloride systems. . 
jobber. If no jobber, order direct. 


re e Michigan 


. Order from your 


Jobbers: Ask for special offer! 


iG HARRY WITT a 


Ave. 


a ee 
ICE-X 


Distributor 


Chicago eee ee 
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OPPORTUNITIES 


(Classified Advertising) 


Rates: for “Positions Wanted,” $4.00 minimum, 
limit 25 words. For all other classifications, 
$4.50 minimum fer 25 words or under, each 
additional word 15c; boldface type or all capi- 
tals, $7.50 minimum for 25 words or under, 
each additional word 20c. Box addresses count 
as five words, other addresses by actual word 
count. All advertisements in this section are 
payable in advance. 


EQUIPMENT FOR SALE 


Wilson Refrigeration and Freezer Equip- 
ment Home and Commercial various 
models, sizes. Due other business must 
liquidate. Will sacrifice below cost. Phone, 
wire, write Walter Davis, 321 So. Main, 
Memphis, Tennessee. 

EMMET RETIRES AS G-E 
ERIE WORKS MANAGER 


H. L. R. Emmet, for the past 21 
years works manager of General 
Electric Co.’s Erie Works, retired Oct. 
1 and has been succeeded by Bertram 
Miller, assistant manager. 

Emmet requested retirement after 
more than 36 years of service. When 
he was appointed manager of the 
Erie Works on Jan. 1, 1929, he held 
the distinction of being the youngest 
of the company’s Works Managers. 
He was 39 at the time. He now is the 
“dean” of Works Managers in point 
of service. 

Miller has been closely associated 
with the retiring Works Manager for 
many years. 


MISSION OF MERCY 


George P. F. Smith, president (left), and 
John A. Underwood, vice-president, Norge 
division; and J. W. DeLind, Jr., president, 
Borg-Warner International, examine the 
Norge refrigerator especially designed and 
built to accommodate compartments for the 
storage of vaccines, serums and plasmas 
which especially designed refrigerator was 
rushed by air to a hospital in Quito, Ecuador, 
to aid in the treatment of victims of the 
recent disastrous earthquake in the Andean 
valley. Eduardo Lopez, Norge distributor in 
Guyaquil and Quito, turned the medical re- 
frigerator over to earthquake relief authori- 
ties in Ecuador. 
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Chicago Metal Hose Corp........ 58 
Chicago Seal Co oxen ot ee 
Copeland Refrigeration Corp......... 2 


Curtis Refrigerating Machine Div., 
Curtis Mfg. Co. 3a ten he 


Davison Chemical Co as io 
Delavan Mfg. Co... . aaa sie 83 
Detroit Lubricator Co..... oe ae ae 


Friez Instrument Div., Bendix Aviation Corp. 11 
Eston Chemicals, Inc 


Federal Refrigerator Mfg. Co....... 
Frigidaire Div., General Motors Corp....... 


General Controls Co..... 
General Electric Co 


General Refrigeration Div., 
Yates-American Machine Co.... 


Rees ME Gila > wer ecccces 
Grand Rapids Brass Co.... 


Handy & Harman sai eees 
i EM, sanbs 66:46 6:0. vice a's 
Highside Chemicals, Inc 

os eee 


Imperial Brass Mfg. Co...... 


Jamison Cold Storage Door Co 
Jarrow Products 
Johns-Manville Corp. 


Kelvinator Div., Nash-Kelvinator Corp..... 
RS WS, ia oc ec ae'skeewdaeeiess 
Koch Refrigerators 

Korfund Co. 

Kramer Trenton Co 


La Crosse Cooler Co. 

Larkin Coils 

Lehigh Mfg. Co 

Linde Air Products Co Poa 
Lynch Corp., Par Compressor Div 


McCabe-Powers Auto Body Co.... 
McCray Refrigerator Co....... 
McIntire Connector Co 

Madden Brass Products Co 

Marley Co., Inc 

Jas. P. Marsh Corp 

Mills Industries, Inc 
Minneapolis-Honeywell Regulator Co 
Mueller Brass Co. 


National Gypsum Co 
National Lock Co 


Paragon Electric Co 
Penn Brass & Copper Co 
Penn Electric Switch Co 


and AIR CONDITIONING 





Ranco, Inc. 

Raybestos-Manhattan, Inc. ........ 
Redmond Distributors, Inc 
Refrigeration Appliances, Inc... . 
Revere Copper & Brass Co...... 
Rotary Seal Co. 


Sporlan Valve Co 5 
Sub-Zero Freezer Co........ 
Sun Oil Co aca 
Superior Valve & Fittings Co... 


Tecumseh Products Co. 

Tenney Engineering, Inc.. 

CS she ded baie ws ag 
Tudor Chemical Specialties, Inc... 
Wyeer Fitare Corp... 262.225 00. : 
Typhoon Air Conditioning Co., Inc.. 


Valves 


to meet any 
job requirement! 


GENERAL CONTROLS V-200 Thermal Expansion 


Slash inventory costs up to 900% by using 
8 @ with the New Selective Capacity Cartridge 


valve instead of nine... 


e NOVEMBER, 1949 


Provides full capacity range in each body size 
at all back pressures with any one refrigerant. 


U. S. Air Conditioning Corp 


Viking Copper Tube Co. 
Virginia Smelting Co. 


See SE ED. oss < s ccateacsdaueuu 54 
DEE GS oo bie no ov uvedecseual 
Westinghouse Electric Corp. ............ 25 


USP TO RUMSEY-PERKINS 
Union Steel Products Co. of Albion, 


Mich., manufacturers of wire prod- 
ucts and bakery equipment, recently 
announced the appointment of Rum- 
sey-Perkins, Inc., Chicago, to direct 
its combined advertising programs. 


ful 


IN PRINCIPAL CITIES 


General Controls Valves 
One valve for all back pressure 


or suction temperature ran 
and selective cartridge for 


range of capacities. 
FACTORY BRANCHES AND DISTRIBUTORS 


COMPARE THESE FACTS 


Ives for each 


Ordinary Valves 
Separate valves for each back 
ressure or suction temperature 
range. Separate va 


capacity size. 


p 
body sizes and for Freon, Methyl Chloride and Sulphur Dioxide. 


V-200 Thermal Expansion Valves available in 42, 1, 2, and 5 ton 


Manufacturers of Automatic Pressure, Temporature, Level & Blow Controls 


Distributed Nationally by Refrigeration Wholesalers 


GENERAL CONTROLS 


BOOTHS NO. 717 AND 719, REMA CONVENTION, ATLANTIC CITY 


SEE THE GENERAL CONTROLS EXHIBITS AT 





TRADEMARK 


BL The PACKAGED 
me REFRIGERANT 


p,. 
PAT. APPLIED FOR 


7 


(harg-A-Can 


PACKAGED REFRIGERANT 
FREON “12 FACTORY SEALED e PURITY GUARANTEED 


ue pasa i ns cams imc 


eee NO CYLINDERS 
= NO DEPOSIT 


Now Available With FREON-12 
Other Refrigerants Ready Shortly 


meme Titties ae Bl ee 


NET CONTENTS 95/100 LB. 


USE 11 — aud throw ante the Container! 


Turn valves on When empty, shut Charg-A-Can is 


l Attach Charg-A- 2 Attach hose to 3 Remove protec- 4 Screw Charg-A- 6 
Valve adapter unit. ove cap a Can in adapter. unit to withdraw Eeeveee unscrew 7 non-refillable. 
g-A-Valve contents. Charg-A-Can. Discard it. 


to hose. 


See Charg-A-Can in 


sooth AYY ar the 


6th ALL INDUSTRY 
REFRIGERATION and AIR CONDITIONING EXPOSITION 
Atlantic City * November 14-18 


CALL YOUR LOCAL ESTON WHOLESALER — OR SECURE HIS NAME FROM 


REFRIGERANTS =f ESTON CHEMICALS, INC. 


3100 E. 26th St., LOS ANGELES 23 + 4900 Madison St., CHICAGO 44 + 460-10th Ave., NEW YORK 18 


NOVEMBER, 1949 « COMMERCIAL REFRIGERATION 





Be sure to get first-hand preview of all the new developments 
in A-P Dependable Refrigeration Valves. We promise they'll be the top news 
at the Show — and in the years ahead. 


AUTOMATIC PRODUCS COMPANY 


2450 North Thirty-Second Street, Milwaukee 10, Wisconsin 
Export Department, 13 East 40th St., New York 16, N. Y. 


Refrigeration Values 


STOCKED AND SOLD BY GOOD REFRIGERATION WHOLESALERS EVERYWHERE .. . 
RECOMMENDED AND INSTALLED BY LEADING REFRIGERATION SERVICE ENGINEERS 





You reach more than 26,000 


AUTHENTICATED 
BUYERS 


WITH THE 


aying 


ewer PLAN 


ACTIVE BUYERS 


COMPLETE MARKET COVERAGE 
PRODUCT INTEREST 
INCREASED SALES 


LOWERED SELLING COSTS 


COMMERCIAL REFRIGERATION and AIR CONDITION- 
ING’S “C. B. P.” Plan identifies its more than 26,000 readers as 
authenticated, active BUYERS. The identity of each reader as 
a “CERTIFIED” buyer is validated by 52 selected refrigeration 
and air conditioning equipment wholesalers located in key mar- 
keting areas. These wholesalers subscribe to COMMERCIAL 
REFRIGERATION and AIR CONDITIONING for their active 
customers and best prospects. The wholesalers pay $1.44 a year 
for each subscription. COMMERCIAL REFRIGERATION and 
AIR CONDITIONING’S more than 26,000 wholesaler-authen- 
ticated reader-buyers become more than just circulation .. . 
they represent the known potential national market for refrigera- 
tion and air conditioning equipment. This makes COMMER- 
CIAL REFRIGERATION and AIR CONDITIONING the 
REAL sales link between the refrigeration equipment manufac- 
turer and his prospects. 


COMMERCIAL REFRIGERATION and AIR CONDITION- 
ING’S Controlled Circulation Audit guarantees QUANTITY 


distribution by industry and by individual. Under CCA the 
“CERTIFIED BUYING POWER” Plan guarantees that each 
reader also is an authenticated, active buyer. The refrigeration 
equipment wholesaler, as subscriber for his own best customers, 
acts as the authenticating agent. 


Thus, under “C. B. P.”” COMMERCIAL REFRIGERATION 
and AIR CONDITIONING reaches more than just names, or 
titles, or companies . . . it reaches known, identified BUYERS. 
Here is the Number 1 buying audience to whom you must tell 
your story in °49, 

Other “C. B. P.” magazines published by the Industrial Pub- 
lishing Company are FLOW, for the material handling equip- 
ment field, INDUSTRY and WELDING, for the welding equip- 
ment and supply field, OCCUPATIONAL HAZARDS, for the 
industrial safety, health and fire protection field, and APPLIED 
HYDRAULICS, for the hydraulic field. Send for our booklet: 


“The ‘C. B. P.’ Plan... A New Dimension Added to Standard 
Magazine Audits.” 


COMMERCIAL REFRIGERATION and AIR CONDITIONING 


1240 ONTARIO STREET, 


CLEVELAND 13, OHIO. 








